Christmas luncheon was 


A telegram from Dr. 

Stephen Kalmar’s attorney 

touched off one of the most 

acrimonious Albany City 

Council meetings in recent 

months, 

The telegram, signed by 
Dennis J. Tonsing, read in 
part that the “Council re- 
tract its order im- 
mediately,” referring to the 
cease and desist order for 
construction of Dr. Kal- 
mar’s building at 525-535 
Jackson Street. 

Thetelegram further asks 
that he “be given the oppor- 

\ tunity to present his rebuttal 
to Mr. Leon Rimov’s un- 
founded allegations if 
necessary by appearing at 
your executive session to- 
night’ referring to.the 
meeting last Thursday. 

After City Clerk Patricia 
Dempster had read the tele- 
gram, Councilwoman Joyce 
Jackson asked Dr. Kalmar 
to comment. He said he did 
not know of the cease con- 
struction order until notified 
by Robert Guletz, Director 
of Public Works, and that he 
had no chance to answer the 
allegations of Rimov prior 
to the Council placing the 
hold order on construction. 

He said he had a confer- 
ence with Guletz and Zwe- 
ben after the issuance of the 
demand by the City Council 
and that it is extremely im- 

ortant for him to get the 
oundation in prior to the 
start of the rainy season. He 
said his contractor, Ralph 

» Willis, is willing to work 

overtime to get things un- 

derway. 
Mayor Lewis M. Howell 

. Stated that the executive 

session last Thursday night 

was to go over the accusa- 
tions and allegations by 

Rimov and that it was a 

closed: session. He further 

Stated that, not being in con- 

struction, he could not offer 

opinions that carry weight. 
Councilman Robert 

Luoma asked Guletz if the 

foundations, in his opinion, 

were adequate. To this 

Guletz said he believed they 

were, but that he was not a 

Structural engineer. To this 

Councilman Luoma said he 

“believed it to be to the Ci- 

ty’s advantage to obtain the 

Opinion of an independent 

engineer to go over the plans 

and thus protect the City.” 
Zweben said he believed it 

Would be to the best in- 

Herests of the City to have 

few calculations and that a 

‘second opinion is not 

Necessary,” To this, Luoma 

Said there are two opinions. 

Then Zweben suggested the 

Council lift the cease and de- 

Sist order and allow Dr. 

Kalmar to proceed with his 

Project. 

ayor Howell said there 

have been two meetings and 

Still there are no answers to 

Be cuors raised by Rimov. 
€ said there have been no 

teports from staff to the City 

Council on the questions 

that have been raised and it 

1S only fair to bring in inde- 

Pendent consultants. 

. At this, Dr. Kalmar asked 

‘why must I do something 

(stop construction) that no 

one else is required to do? I 

ave the same architect, 

luilder, engineer, soil en- 
gineer that Ihavehad on my 

ler projects. I believe it is 

air legal procedure.” He 
also said that Rimov wants 
to delay and harrass me. 
hy should the City join 
with him?” 

, Councilman Luoma 

Tought up. the question of 

trees being cut that were in 


CHRISTMAS FOR VOLUNTEERS — 


bany Hospital on Dec. 20 in apprecia- 
tion for the A.A.R.P. volunteers who 
serve them. The ladies were greeted 
with red carnation corsages and served 
a buffet luncheon. Shown above, from 
left, are Marge Stebbins, 


held by Al- 


Ann Robin- 


BY CARY 


. Violation of the use permit 


issued for 525-535 Jackson 
street and said that no per- 
mission had been given for 
the removal of the oak tree, 
nor for trimming as done. 
Dr. Kalmar said the tree 
wasremoved because it was 
in the way of foundation 
material and that he had 
talked to Guletz and been 
given his (Guletz’) ap- 
roval. He said that he had 
een told he would have to 


replace the tree. Council-. 


man Luoma also said the 
trimming of the oak trees 
without a protective cover is 
the best way to kill the tree. 
He said there was no “‘paint 
on the cut trees.” 

When Mayor Howell 
again suggested an outside 
engineer to check the soil 
report and foundation, Dr. 
Kalmar threatened to sue 
the City. 

When a legal opinion was 
asked of City Attorney Zwe- 
ben, he commented the 
“City is in the middle and it 
will take some doing to re- 
solve.” 

Rimov then came to the 
podium and introduced his 
attorney, David M. van Ada 
of Oakland who pointed out 
there seems to be no corre- 
lation between work on the 
building site and the per- 
mit; that the building is not 
being built to code — actu- 
ally only preliminary soil 
testing and removal of trees 
has taken place onthe site— 
and the difference between 
the soil and engineering re- 

orts and the. plans are the 

asis for an independent re- 
view. 

Dr. Kalmar then’ stated 
the Building Director ‘‘is the 
porn in the wrong, not me. 

was given the permit. The 
Building Inspector has done 
the wrong thing. Doubt is 
not the right to condemn.” 

Rimov resumed the 
podium and cited chapter 
and verse from building 
code that is, in his words, 
substantiation of his allega- 
tions and that the adjoining 
property ‘‘shall be pro- 
tected.”’ He had a series of 
pictures with him of the site 
showing the alleged viola- 
tions and said “if you are to 
have a building code, you 
should have competent 
people to enforceit. Thereis 
no Fire Marshall’s state- 
ment. There are no dimen- 
sions on the foundations and 
there is no height dimension 
from eave to base.” 

He also cited the fact he 
was not notified of the 
breaking down of his fence 
until he was told of the inci- 
dent by Ryan Johnson, who 
lives on the Hill. He said he 
still has not been notified of 
the incident by anyone of the 
principals involved in the 
dispute, i.e. Kalmar, Willis, 
Malcolm Drilling Co., or 
anyone connected with the 
city, except for the fact a re- 
ar was made tothe Albany 

olice Department. 

In view of recent de- 
velopments in the Kalmar 
case, it is hard to justify the 
stand taken by Councilwo- 
man Jackson when she 
voted her emphatic ‘“‘no” on 
the cease and desist order. 
After all, she was the one 
who made the original mo- 
tion the previous meeting to 
put the order into effect until 
a work session could be held 
on the charges made by 
Rimov and disputed by Dr. 
Kalm. 


ar. 

It looks like there is going 
to be more to the Albany 
Hill-Jackson Street fracas 


than meets the casual eye. 


son, and Evelyn Ray, who has been the 
coordinator of this group for two years. 
Some of the ladies could not attend. 
Members of the Staff who attended 
were: Ray Farwell, administrator; 
Helene Musso, assistant administrator; 
Sheryl Rodrigues, director of nursing 
and Pat McFarlane, head of mursing. 


LEO RYAN 


Kensington 
fire chief 
EL SOBRANTE 

Masonic funeral services 

were held at 2 p.m. Satur- , 

day for Leo Ryan, 58, retired 

assistant chief of Ken- 
sington Fire Department 
who collapsed’ and died at 
his El Sobrante home early 

Thursday morning. 
McKinley Lodge 347, F. 

and A.M. of Richmond con- 

ducted_the services at the 

Civic Center Chapel of Wil- 

son & Kratzer Mortuaries in 

Richmond. Committal fol- 

lowed at Golden Gate Na- 

tional Cemetery in San 

Bruno. 

A native of Broken Bow, 
Okla. and a resident of the 
San Francisco Bay Area for 
37 years, Mr. Ryan retired 
four years ago from the’ 
Kensington Fire Depart- 
ment. He joined the de- 
partment in 1952 and be- 
came assistant chief in 1972. 

He was an engineer until 
his promotion to captain in 
1963, and held several staff 
jobs in the 22 years. 

He was instrumental in 
establishing the depart- 
ment’s current methods of 
equipment utilization, ac- 
cording to Chief Donald 
Markert. 

_Before coming to the Ken- 
sington department, Mr. 
Ryan served for two years 
with the Richmond Housing 
Authority Fire Department. 

_A past president of Ken- 
sington Volunteer Fire- 
men’s Association, he was a 
member of the Contra Costa 
County Fire Chiefs’ Associ- 
ation, the California Fire 
Chiefs’ Association, the 
County Firemen and Train- 
ing Officers’ Association 
and of Richmond’s McKin- 
ley Lodge. 

Survivors include his 
widow, Edith Ryan; two 
daughters, Judy Ulrich of 
Fremont and Carol Talbot 
of Martinez; three brothers, 
a sister and three grand- 
children. 


Natasha Sardalla 


wins math contest 


ALBANY — The Albany 
high school math depart- 
ment’s math contest of the 
week had Natasha Sardalla 
as a winner for the second 
week ina row. The prize she 
won was a sandwich do- 
nated by Zarri’s. Other 
people handing in correct 
solutions were David Lee, 
Grace Giau and Noemi Sar- 
dalla. 

The problem the four stu- 
dents solved correctly was 
as‘ollows: How many inte- 
gers can 
value greater than 4,000,000 
using igits 23,444.55? 


be formed with a ~ 
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Students 
ito be on 
local TV 


ALBANY — New Year’s 
Eve is the big day for stu- 
dents of the fifth grade at 
Marin School. 


They are to be starred on 
the California Count-Down 
program on KGO-TV, 
Channel 7, at 1:30 p.m. This 
is to be the second appear- 
ance of the local group on 
the program hosted by Jim 
Lange. 


Of the 24 California 
schools in the program, the 
Albany fifth graders placed 
second in the competition 
and came out of the contest 
with three individual com- 
petitions. In the champion- 
ship play-offs against Ralph 
Hawley School, Pmetevilie 
the Marinites were beaten, 
it was said. 


The third, and final, ap- 
pearance of the local chil- 
dren will be on January 14 at 
the same time, it was an- 
nounced. 


Hussey set 
to speak 
in Albany 


“Little Known Areas of 
the Moslem World’’ is the 
theme of four adult educa- 
tion evening lectures this 
January. Frances Hussey’s 
previous appearance at Al- 
bany Adult School received 
high acclaim. 


The world-wide traveler 
and photographer will illus- 
trate her lectures with hun- 
dreds of 35mm slides taken 
onarecent trip tothe middle 
east. A combined historical, 
cultural and economic ap 
pore will be used to high- 
ight the unique features of 
the Yemen Arab Republic, 
the Sultanate of Oman and 
Turkey. 


Meetings will convene in 
the Albany High School Lit- 
tle Theater from 7:30 to 9:30 
p.m. starting Jan. 10. An 
admission fee of $1.50 single 
entry, or $5 for the series, is 

ayable at the door. For 
urther information call 
526-6811. 


Tax prep 
_ course at 
Albany Adult 


An income tax prepara- 
tion course has been 
scheduled by Albany Adult 
with the I.R.S. agent, 
Robert K. Yee, serving as 
instructor. The tax class is 
specifically designed to help 
persons who prefer to pre- 
pare their own returns 
rather than to seek profes- 
sional help. 


Lessons will review the 
numerous changes in fed- 
eral and state tax laws, the 
various incomes subject to 
tax and allowable deduc- 
tions. Forms, visual aids, 
and demonstrations will 
help students learn how to 
prepare theusual type of tax 
returns for salary income, 
interest, dividends, prop- 
pe sales, rental property 
and personal or professional 
expenses. 


Instruction begins the 
week of Jan. 8 with meetings 
on either Tuesday or Thurs- 
day evenings from 7 to 9 
a in Room 111 at Albany 

igh. For registration in- 
formation phone 526-6811. 


UNAUTHORIZED CUT? — A tree was cut on the 


property of Dr. Stephen Kalmar at 525-535 Jackson 
street, in direct defiance of the orders of Albany City 
Council's cease and desist order issued against 


further work on the con 


troversial site’ Lion Tree 


Service, a sub-contractor for Ralph Willis, general 


contractor for Dr. Kalmar, 


cut the oak tree down last 


TueSday and the above picture was taken as the 


Kaimar cuts trees on Jackson 
property in defiance of Council 


ALBANY — In direct vio- 
lation of the orders of the 
Albany City Council, a tree 
has been removed from 
525-535 Jackson, site of the 
controversial building per- 
mit issued to Dr. Stephen 
Kalmar for a six-unit 
apartment. 

Facing possible legal ac- 
tion, Dr. Kalmar is. said to 
have had the tree removed 
last Tuesday following the 
direct orders from the Al- 
bany City Council Monday 
that no more work be done 
on his site until an indepen- 
dent review of the plans and 
specifications be made by 
an outside agency as per the 
instructions by a four to one 
vote of the City Council. 

Albany’s city attorney, 
Robert Zweben, may seek 
legal action against Kalmar 
who cut down a tree on his 
property after a cease- 
and-desist order was issued’ 
by.the city council on all de- 
velopment at the site. 

Kalmar, developer of 
property at 535 Jackson St., 
said the ‘‘whole thing is non- 
sense’’ because he had a 
pose for the tree removal 
rom the city planning and 
zoning commission. 

But cay officials said the 
cease-and-desist order pas- 
sed by the council Dec. 11 
supersedes the planning and 
suing permis; they added 
that Kalmar understood no- 
thing could be done at the 
construction site and thus 
violated the order. 

The tree was cut down 
Tuesday by a _ sub- 
contractor, just one day 
after the council voted 41 to 
continue the development 
moratorium. 

The cease-and-desist 
order was originally issued 
By the council after ar- 
chitect - planner Leon 
Rimov accused the city’s 
building and inspection de- 
partment of bungling soil 
pod engineering reports on 


the allegedly improper soil 
inspections when a tractor 
overturned at the apart- 
ment site and damaged his 
fence. 

The council continued the 
ban this week and requested 
another opinion from a state 
engineer as to whether the 
soil and engineering reports 
from the city were accurate. 

“We're trying to deter- 
mine if we think this was a 


Commission 
special 
meeting 


ALBANY — A special 
meeting of the Albany Plan- 
ning and Zoning Commis- 
sion will beheld this evening 
at 1 ert. in the Cit 
Council Chambers, accord- 
ing to an announcement by 
Chairman Sam Dows. 


On the agenda is final 
Commission action on the 
report prepared by the Hill 
study committee and the re- 
commendations to the City 
Council of development pro- 


the possibility of joint ven- 
tures. 


from 


YOUR WIFE 


debris and wood was being loaded into the Lion's 


The Only Newspaper 
Published in the 
City of Albany 


NUMSER 16 


truck. Possible legal action is under consideration 
by city officials, it was said, against Dr. Kalmar for 


having the tree cut down. 


Itis possible the action will 


be part of the special meeting of the Albany Planning 


and Zoning Commission 


at their meeting this even- 


ing in the City Council chambers at Albany City Hall. 


willful violation of the city’s 
orders,” City Attorney 
Robert Zweben said. “But 
at this point it is unclear 
what action will be taken.” 

If action is taken against 
Kalmar, the developer 
could face asmaximum $300 
penalty for’a misdemeanor 


violation of the building 
code: 

“I had a specific permit 
for that tree,”’ Kalmar said. 

The planning commission 
approved the permit 5-0.” 

“The whole thing is 
harassment by the city,” he 
added. 


Albany pool to reopen 


ALBANY — Albany Pool will reopen Jan. 2 following 
six weeks’ maintenance closure. 

Recreational and lap swimming will begin that day 
and registration for swim lessons beginning Jan. 8 will be 
taken at the pool, 1311 Portland Ave., or by phone, 525- 
7386, until classes for adults and children are filled. 


Recreational swimmi 
Thursday and Friday eveni 


ng will be offered Tuesday, 
ngs, 7:30 to 9:20 and Saturdays 


from 3 to4:50 p.m. Lap swimming will be offered Monday 
through Friday at 7 to8 a.m., noon to 1 p.m., and Fridays 
from 6:30 to 7:30 p.m., as well as Monday through Thurs- 


day, 5:30 to 6:30 p.m. 


Advanced lifesaving begins in February, to be fol- 
lowed by a water Safety instructor class. the Albany Blue 


Dolphin recreational swim 
tice on Jan. 29. 


team for children begins prac- 


Ten lecture series slated 


SAN FRANCISCO — 
“The Challenge of Eclecti- 
cism” in architecture, the 
subject of a ten-lecture 
series, will be presented 
mad by the San Francisco 

luseum of Modern Art and 
the Northern California 
jects on Albany Hill, with Chapter of the American In- 


stitute of Architects. 


The series will begin on 
Thursday evening, January 
li, and will continue on | 


Happy Birthday to 
JACK DEMPSTER 


ON YOUR 


40th BIRTHDAY 


12 


Thursday or Wednesday 
ene x 3 at 8 p.m. The lec- 
tures by internafionally 

rominent architectural 

istorians and architects 
will be held at the Museum, 
Hearst Theatre, or The Gal- 
leria on Kansas Street. 


ALBANY 
CINEMA 


Solano Ave, 524-5656 


NEIL SiMON’S 


partment of Energy's app 


The TIMES, Wed. Dec. 27, 1978 


SUN: ROOF — Using an $8,000 grant from the De- 


ropriate energy technol- 


ogy pilot program, the Farallones Institute is instal- 
ling a solar space heating system in its Internal 
UrbanHouse at 1516 Fifth St., Berkeley. Craig Wein- 
traub, left, and Jim Maloney are putting in place the 
aluminum honeycomb solar absorbers (painted 
black), which are then covered with translucent 


Dechow Grant goes Gray whale 


to leave 
Peralta 


OAKLAND —The Peralta 
Community College Board 
of Trustees has accepted the 
resignation of long-time 
board member Carl De- 
chow, Jr., who has moved 
out of his Oakland trustee 
area. 

“With some reluctance 
and emotion I am retiring’ 
from the board. I will miss a 
great many friends. For 14 
jer the Peralta District 

as been part of my life,” 
said Dechow. 

Dechow’s resignation will 
leave a vacancy on the 
seven-member board until 
the April 17 district-wide 
elections, which will be held 
concurrently with Albany, 
Oakland and Berkeley city 
elections. His four year 
term was not to expire until 
1981. 

Dechow, a past Peralta 
District Board president, is 
a retired CAP. He was for- 
merly a partner with the 
Oakland firm of Coopers & 
Lybrand. He served on sev- 
eral Peralta District Board 
committees, lectured at 
various professional con- 
ferences, colleges and 

. community colleges, and 
was actively involved in 
civic and professional ac- 
tivities. 

He was past president of 
the Lions Club of Oakland, 
was awarded the Bronze 
Medallion for Community 
Services by Boys Clubs of 
America, served as a past 
president of the Oakland 
Boys’ Club, and was a 
former vice president of the 
San Francisco Bay Area 
Chapter of Boy Scouts of 
America. 


Snew hike 
slated by 
rangers 


SACRAMENTO — Satur- 
day and Sunday snow hikes 
in the Lake Tahoe area, 
sponsored by the State De- 
partment of Parks and Re- 
creation, will begin vanuery 
6 and continue throug 
March 25. . 

The hikes, led by rangers 
trained in the natural and 
human history of the area, 
are designed to appeal both 
to experienced snow-shoers 
and cross-country skiers 
and to inexperienced family 
groups. Most of the hikes 


_ will last three to four hours. 
| There is no charge. Reser- 


vations are not required ex- 


| cept for groups of 10 or 
| more. 


Hikers must bring their 


own skis or snowshoes and 
_ appropriate footwear. 
_ Equipment may be rented’ 


at Truckee and other 
localities. 
Children under 16 must be! 


accompanied by an adult. If’ 
the weather is extreme, the’ 


route of the hike may be: 
changed, but it will not be 


cancelled. 


For more information on 


these hikes, write Sierra 
_ State Parks, P.O. Drawer 


D, Tahoma, Ca. 95733; or 
hone (916) 525-7232 week- 
ays. { 
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to Vista 


College at academy 


BERKELEY — Vista Col- 
lege has been awarded an 
“University Year for Ac- 
tion” grant to develop an 
educational experience 
targeted toward the prob- 
lems of senior adults and 
people with disabilities. 

The goals of the project 
are to train the student vol- 
unteers to work on several 
specific social problems: 
health, education, legal 
rights and employment. 

e volunteers, who will 
enter the program at the be- 
ginning of the spring semes- 
ter, will be trained to give 
direct services as well as to 
organize a number of com- 
munity workshops and 
seminars over the next year 
using the resources of the 
community and the college. 

“University Year for Ac- 
tion” is a full time program 
which will involve the stu- 
dents in formal classes and 
seminars, but will em- 

hasize ‘‘on the job” train- 
ing in community organiza- 
tions and agencies. At the 
completion of one year of 
service, a student will have 
30 units of college credit as 
well as one year of super-’ 
vised work experience. Vol- 
unteers also receive a 
stipend from Action. 

e program is scheduled 
tostart in February with the 
beginning of the spring 
semester. Applications are 
due by December 1978. For 
further information call 
841-8431. 


Why he sued 


BETHESDA, Md. (AP) — 
Harold Courlander says 
that when he filed suit 
against ‘‘Roots’’ author 

ex Haley he ‘“‘wasn’t in- 
terested in destroying the 
guy.” 

Courlander reportedly 

received a $500,000 out-of- 
court settlement from 
Haley, who admitted that 
some material from Cour- 
lander’s novel ‘‘The Afri- 
can’ found its way into 
“Roots,” a Pulitzer Prize 
winner. 
“T brought the suit be- 
cause I wanted to protect 
my literary creation,” said 
Courlander. 

Until he filed suit, Cour- 
lander’s novel was not a big 
seller. 
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fiberglass sheeting. The system also will include a 
rock bin for storing the heat, a network of ducts and 
a thermostatic control system for opening and clos- 
ing the ducts. The solar heat is expected to meet 
about one-third of the space heating requirements 
of the large, old Victorian house, which the institute 
is using as a model for various small technology 
projects. 
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festival 


SAN FRANCISCO — In 
honor of California’s be- 
loved marine mammal, the 
California gray whale, the 
California Academy of Sci- 
ences, in cooperation with 
General Whale and the 
Oceanic Society, presents 
related whale events during 
the month of January. 

The events begin with the 
arrival of ‘““Pheena,” the 50 
foot fin whale sculpture by 
General Whale. She will rest 
on the front steps of the 
Academy from Jan. 4 to 
Feb. 15, and will allow chil- 
dren to climb all over her. 

On Saturday, Jan. 6, 
whale films and guest 
speakers on a variety of 
whale subjects will be pre- 
sented free of charge in the 
Morrison Auditorium. 

In Cowell Hall an exhibit 
of original paintings used in 
the 1979 ‘‘Whale Calendar” 
by local artist Lowell Her- 
rero will be on display 
through January. 

For more information call 
752-8268. 
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New Yorker will 


present recital 


SAN FRANCISCO — 
Selma Mednikov Parker, 
New York pianist, will give 
apianorecital toinaugurate 
a series of Urban Events, 
Wednesday, Jan. 3, at8p.m. 
in the Gumption Theater, 
1563 Page St., San Fran- 
cisco. 

Admission is $1. For 
further information call 
626-2919. 
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3 Specials 
on tap at 
UCB Holt 


BERKELEY — The ° 
Lawrence Hall of Science at 
the University of California 
Berkeley, presents special 
events in addition to their 
usual activities. 

Holt Planetarium fea- 
tures continuing programs 
in astronomy. From De- 
cember 18 to 23 three fea- 
tures will be presented: 
“Stonehenge,” at 1 p.m., 
“Red Planet Mars,’’ at 
pee and ‘‘Colors and 

pace,”’ at 3 p.m. From De- 
cember 26 to30: “Colors and 
Space,” at 1 p.m., “Constel- 
lations Tonight,” at 2 p.m. 
and ‘‘Black Holes and 
Strange Stars,” at 3 p.m. 

Special Events on De- 
cember 20 will present The 
Magic Carpet Theater 
Company which will per- 
form a program of music, 
mime, improvisation, and 
dance especially for 
younger visitors at 1 p.m. 
and3p.m. and on December 
21: “Fantails in Flight” at 
1:15 p.m. 

Holiday Classic films 
which will include ‘The Lit- 
tle Prince’’ and ‘‘The Little 
Mermaid”’ will be shown 
daily at 11 a.m. and 2:30 
p.m. from December 20 to 27 
except on December 24 and 
25. 

For further information 
call 642-5132. 


Lesser dance 
theatre to give 


series on Europe 


OAKLAND — The Lesser 
Oakland Dance Theatre 
presents ‘‘Sources,’’ a 
glimpse of 900 years of 

ance, music and painting 
of Western Europe. 

“Sources” starts Satur- 
day, January 6 at 8:30 p.m. 
The following performances 
will be on Saturdays, 
January 13 and 20, and on 
Sundays, January 14 and 21. 
Saturday performances 
begin at 8:30 p.m. and Sun- 
day performances begin at 
7:30 p.m. 


Richard M. Hack, Jr., D.V.M. 


formerly of Campus Veterinary Clinic, Berkeley 


is pleased to announce 


the relocation of his practice of seven years to 


Codornices Veterinary Clinic 


944 San Pablo Avenue 
Albany, CA 94706 
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STOP MEATS 


ALBANY 


SENIOR ‘.¢ 


CRNIER Os 


By BETTY MOWERS 
AND BETH BICE 


Congratulations to the 
Senior Club’s 1979 Officers: 
Jean Kramer, President; 
Irene Kwasnicki, Vice- 
President; Mary Millette, 
Secretary; Sam Dows, Tre- 
asurer; and Julia Haaland, 
Chaplain. Thanks and con- 
gratulations go to the 1973 
Officers: Rose McKissick, 
President; Emily Cristo- 
fani, Vice-President and 
Acting President; Louise 
Harper, Secretary; Lucille 
Burnette, Treasurer; and 
Vera Darling, Chaplain. 
The 1978 Officers have done 
an excellent job of running 
the club. 

Thanks are in order for 
the people who helped with 
the openhouseon December 
17th. We wish to especially 
thank the following: Emile 
Rooney, Director of Albany 
Park and Recreation; Bett 
Mowers, Coordinator of Al- 
bany Senior Center; Jean 
Kramer, Mistress of Cere- 
mony; Emily Cristofani, 
Mable Kohlscheen, and 
Velma Grasso, Hostesses; 
Allstate Savings, Mothers 
Cookies, Block Coor- 
dinators staff, and club 
members for cookies, cakes 
and other lovely treats; but 
mainly to the seniors who 
came and enjoyed them- 
selves. Entertainment was 
provided by the senior disco 
class and several Girl Scout 
troops. 

Our lovely tree was do- 
nated by Fran and Bob Wil- 
son, owners of Flowerland, 
1330 Solano, Albany. This 
tree was shared by both Al- 
bany Pre-School and the 
Senior Center. Decorating 
was done by Senior Center 
Staff especially Ivan Spane 
and Elaine Margolis. A very 
special thank you goes to 
Kenny Berling, Troop No. 14 
for working with the staff 
TODAY — Disco Class 
with Elaine. Come at 10 a.m. 
and exercise those extra 
holiday pounds away. Din- 


Located on San Pablo Avenue between Marin and Solano 
(Behind Winchell’s Donuts) 


For appointments call (415) 524-3062 
Open 6 Days a Week— Monday Through Saturday 
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ner at 1:15p.m. will be beef 
liver. : 
THURSDAY — Today is 
the November and De- 
cember Birthdays celebra- 
tion at Cornell School, start- 
ing at 10:30 a.m. Cards will 
be played at Cornell in the 
afternoon. Dinner at 1:15 
.m. will be Swedish meat 


alls. : 
FRIDAY — Exercise 
Class at the Y starting at 10 


a.m. Cards-bridge will be 
played.at the club house 
starting at 12:15 p.m. No 
meal today. 

SATURDAY — Bingo 
starts at 10:30 a.m., bee 
lunch at 12 noon, then an af- 
ternoon of cards. The Senior 
Prom will begin at Marin 
School starting at 8 p.m. 
Come dance the night away 
with the music of the Ted 
Martin Band. 


SUNDAY — There will be , 


cards and conversation 
from 12 noon to 5 p.m. 


MONDAY — Happy New 
Year to one and all. The 
center plans to be closed for 
the holiday. No meal today. 


TUESDAY — The Art 
Needle Work Group will 
meet at 10 a.m. The Play 
Reading Group will meet at 
1:30 pm. The meal time at 
the high school returns to 
the regular scheduled 4 p.m. 
Today's meal will be Swiss 
steak. 


WEDNESDAY — An open 
day, the 4 p.m. meal today 
will be Italian ravioli. 

Thursday will be the first 
business meeting of 1979. 
Please come. Please use the 


Mitchell aquittal 


Sgt. David Mitchell, the 
first.soldier to face court 
martial for the My Lai, Vie- 
tnam, slaughter in 1968, was 
acquitted in 1970. 
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BACARDI 


1.75 Ltr. 
Reg. 12.75 
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Quart 
Reg. 7.19 
SPECIAL 


RELSKA VODKA 


$99 


CANADIAN MIST 


$As9 


644-8500 nunzber when cai. 
ling the center except for 
transportation. Thanks, The 
526-6129 number must 
used by two separate build. | 
ings for their incoming anq 
out going calls. | 
Emile (Bud) Rooney, qi. 
rector of Albany Park ‘ang 
Recreation Department 
and Mrs. Betty Mowers’ 
coordinator of Albany 
Senior Center, wish to th: 
the Women’s Council Ber. 
keley Realtors Board ang | 
the Ruth Association fo, 
their generous donation tg | 
the Senior Center Fund ang | 


Albany's Meals on Wheels | 


program. ; ; 

At the Christmas Lure. | 
heon held by the Women | 
Council Berkeley Realtors — 
on Dec. 12, a check was ae. 
cepted by Mrs. Mowers for * 
the Senior Center Fund 
Another check was ag. 
cepted by Bertha Girap 
Senior Center Staff, for the 
Meals on Wheels Program, 
The Ruth Association check 
was papi to a staff 
member during the firs 
week in December. The 
Ruth Association is part of 
the Eastern Star. The check 
will be used by the Meals gq 
Wheels Program. 


Snake Theater 


performances 


SAN FRANCISCO ~ | 
Larry Graber, musical dj. 
rector of Snake Theater 
will present ‘‘Music ing 
Masked Theater: Drama 
Performance Art” at the 
Exploratorium, December 
28, at 8 p.m. 

Snake Theater is know 
for its visual and technica 
ingenuity. The actors create 
a total performance art bj 
using video-taped recor 
ings of some of Snake Thei- 
ter’s previous productions, 
elements of sculpture, de 
sign, graphics, painting, 
dance, mime and music. 

The Exploratorium is |p 
cated at 3601 Lyon Stree, 
San Francisco. For further 
information call Dianne 
Hales at 563-7337. 
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CHUCK ROAST 34.99 


SPECIAL 


LOOSE CARROTS | - LEJON FOPPIANO 
CHAMPAGNE =f Sintendet seca 


White or Pink Barberone, 
sthRes.3.39° $EPH9 | VinRose $9 
1.5 Liter Reg. 2.99: 
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BUDWEISER BEER 
12—12-oz Cans $309 


APPLES 


Small Golden Delicious 


POTATO CHIPS: 
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POTATOES — 


U.S. No. 1 Russets 


10..69° 


MUSHROOMS 


Extra Large 


Loura Scudder’s’ 
Twin Pack 4 


Reg. 3.69 
Reg. 1.09 SPECIAL 
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SAN DIEGO (AP) — 

Charisma was the trait 
shared by the ‘‘Ten Most 
Watchabl@ Men in the 
World’ in 1978, a spokes- 
woman for the 4,000 mem- 
bers of Man Watchers Inc. 
said Monday. 


The 10 men are actors 
Nohn Ritter, Gavin Mac- 
leod, James Caan, Wayne 
Rogers and Robert Urich, 


USF plans 
program 
inbusiness 


SAN FRANCISCO — The 
University of San Francisco 
plans to launch a new 

‘Executive-on-Campus”’ 
program beginning in early 
1979, to bring USF and local 
business leaders together 
for exchanges of ideas and 
perspectives. 

Business School Dean Dr. 
Bernard L. Martin, who will 
administer the program, 
plans to have faculty and 
student seminars with busi- 


SPECIAL PRICES 
EFFECTIVE 
THROUGH 

JANUARY 3rd 


COFFEE 


2 LBS. 


singer Tom Jones, televi- 
sion personalities Mike 
Douglas and Dan Rather, 
quarterback Pat Haden and 
boxer Ken Norton. 


“The results show that 
women like all types of men, 
young or old, tall or short 
(but) beautiful, both inside 
and out,” said Suzy Mallery, 
president of the group which 
annually picks 10 men who 


ness executives as guest lec- 
turers as well as feature 
selected business leaders 
speaking in a public lecture 
forum series ‘‘Business 
Leaders View the 1980s.” 
The public lecture forum 
will be open to the general 
community during the com- 
ing year. 

“The seminars will be 
both day and evening 
courses and deal with busi- 
ness policy eubpects such as 
management, finance, and 
marketing,.’’ Martin said, 
“During their day on cam- 
pus, the executives will.also 
meet with business faculty. 

“This is one way to ensure 
that our faculty keep up to 
date on the most recent is- 
sues in the business world 


appeal most to |yomen, 

“They have in common 
charisma — beynd that, no 
common denoninator ex- 
cept that women want tosee 
more of these m:n in 1979,” 
she said. 

This is what he women 
had to say about i! 10, listed 


alphabetically: 

Caan — ‘‘Mutho macho 
with ineredibE: animal 
magnetism.” 


TOP ROW, FROM LEFT: PAT HADEN, JAMES CAAN, JOHN RITTER, ROBERT URICH, GAVIN MACLEOD 
bottom row: Wayne Rogers, Mike Douglaj, Tom Jones, Dan Rather and Ken Norton 


‘The Ten Most Watchable Men in World’ 


Douglas — “Great smile 
and laugh, and so smooth.”’ 

Haden — ‘“‘Brawn plus 
brains.” 

Jones — “Terrific body 
with moves that get sexier 
all the time.” 

MacLeod — ‘“‘Lots of 
women think chrome domes 
are irresistible. We all think 
Gavin is.” 

Norton — ‘‘We’ll fight 
oyer him.” 


Rather — ‘Oh so yar 
great eyes and that South- 
ern drawl makes him ir- 
resistible.” 

Ritter — ‘Cute, sexy, gen- 
tle and funny.” 

Rogers — “Slim, trim, 
and that blond, curly hair, 
too.” 

Urich — ‘‘Newest sex 
symbol. Charisma, charm, 
smile, body and, wow, he 
has it all.” 


Survey on high blood pressure 


SACRAMENTO — A 
Federally-funded survey of 
California househtlds to ob- 
tain information on high 
blood pressure levels, 
treatment, surveil ance and 
control is being jaunched 


which will affzct our 
graduates,” he emplhasized. 
Bay Area business execu- 
tives interested in par- 
ticipating in either\‘he clas- 
sroom. seminars @: public 
forum series may obtain 
further information from 
Dr. Martin or the JSF Of- 
fice of Public Affairs at 666- 
6107. 


this month with 70 inter- 
viewers working in 26 sam- 
ple counties. 

This was announced by 
Beverlee A. Myers, director 
of the State Department of 
Health Services, who said 
the study eventually may 
help thousands of Califor- 
nians to avoid death and 
illnesses associated with 
high blood pressure. 

“With timely diagnosis 
and proper treatment, high 
blood pressure can be con- 
trolled by medication. Se- 
reening, education and 
treatment can assure years 
of healthy productive lives 
for Californians who today 
may not even suspect they 
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Cool Junior 


FRUIT DRINK 


YOUR LIKING, _ 


TUNA 


HAND. WE WILL CUT SPECIAL CUTS 


: _ BEEF-LAMB-PORK 
FRESH BEEF LIVER.................... 0. 98° 
TURKEY WINGS, DRUMSTICKS ....u. 59° 
PORK CHOPS shovider cot vncevonnnnth 11.49% 
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For the Holidays! 


TURKEY 


WE WELCOME 
» FOOD STAMP 
SHOPPERS 


KING D 


DETERGENT 


79° 


‘Jumbo Velvet 


YAMS 
Lbs. $1 00 


For 


FRESH 


nave high blood pressure,”’ 
explained Myers. 4 
The household survey is 
designed to help compile 
needed information on blood 
pressure and will be part of 
the three year high blood. 
pressure project which will 
include an analysis of death 
certificate data for certain 
diseases related to high 
blood pressure, heart at- 
tacks and strokes, and an 
inventory of existing high 
blood pressure needs and 
resources in California. 


either. (It’s free.) 


GERMAINS® 


% Grow the best 


Today's as good a time as any to start 
things growing. So stop by any Allstate 
Savings office and we'll give you a copy of 
Better Homes and Garden’, “Container 
Plants’’ You won't have to fork out any green, 


War on strokes 


SAN DIEGO — New diag- 
nostic tests Ab ce at a 
University of California 
medical school have esca- 
lated vascular medicine’s 
war against strokes, heart 
attacks and hardening of the 
arteries into a new age. 

Powerful yet painless new 
techniques developed at UC 
San Diego’s School of 
Medicine can accurately de- 
tect vascular disease with- 
out posing any risk to the pa- 
tient. The tests are ‘‘non- 
invasive’ — information is 
pemerce about the heart, 

lood vessels and lympha- 

tics through measurements 
taken outside of the body. 
Each of the tests gives one 
reading on possible obstruc- 
tions in circulation. To- 
gether, they pinpoint the le-. 
sion. 
The tests mark a signific- 
ant advance in diagnosis 
and treatment, according to 
Dr, Eugene F’. Bernstein, 
co-investigator on the a8 
ject. ‘They open up a whole 
new world of knowledge 
about vascular disease,” he 
says. ‘‘We now have the 
tools to identify safely and 
painlessly the location of the 
disease and the extent of the 
damage it has caused, and 
whether it is responding to 
treatment.” 

In a few cases the new 
techniques may replace 
other diagnostic tools, such 
as angiograms. (An angiog- 
ram is a composite X ray of 
the vascular system pro- 
duced by injecting dyes and 
other substances into the 
bloodstream, often through 
damaged arteries. The pro- 


‘cedure can be painful and 


involves a minor risk to the 
patient.) 

For example, a ‘‘small 
stroke’’ occurs when a piece 
of fatty plaque on the inside 
wall of an artery falls into 
the bloodstream and lodges 
in a blood vessel. If the 
poi blocks the vessel’s 

lood and oxygen supply, 
temporary blindness or 


d paralysis will result. 


The noninvasive tests can 
locate the origin of the loose 
plaque, an angiogram only 

ecomes necessary if the 
Patten is being considered 
or surgery. If the noninva- 
sive tests show that surgery 
is inappropriate, the an- 
iogram can be avoided. 
other unique feature of 
the noninvasive tests is that 


The TIMES, Wed., Vee. 2/, 19/8—3 
originally diagnosed as +") 


‘ombo} H d 

“It’s the magnitude of this 
group of tests that’s so im- 

ressive,”’ Bernstein exp- 
ains, ‘“‘and the unnecessary 
risk and worry for these pa- 
tients. They are prescribed 
anticoagulants — which 
they don’t need — and live 
r the pressure of think- 
ing they have a blood clot- 
ting disease, which they 
they can be repeated to know can be very danger- 
monitor the progress of the ys," 
disease and the effects of The UCSD vascular 
treatment. .__, laboratory was established 

Ultrasound is the basis of jn 1970, and is a prototype of sete 
one noninvasive test. Ul- others since developed “2% 
trasonic probes on the skin throughout the United 
scan the speed of blood flow States and Europe. Al- 
in the arteries below. Read- though vascular research #% 
ings taken at a number of has been pursued in this + 
locations are then com- country for many years, 
een pay ee pg coms on developing 

- Fy i t ; 2 
cate a slowing of flow and teclatiques ior Dena ee 
possible obstruction. 

Other tests compare 
bloodpressure readings and’ 
blood-flow patterns taken 
from several locations. Un- 
usual pressures and flow 
patterns can be due to an oc- 
clusion. 

The speed at which a pulse 
reappears after a tempor- 
ary interruption in circula- 
tion can also indicate 
obstructions. For example, 
in one of the new tests a 
blood-pressure cuff is 
applied to the calf of aleg, jpg 
interrupting for a few mi- UCSD vascular diagnostic 
nutes the blood suppl¥ tothe Jaboratory. Bernstein is a 
toe. When the cuff is re- professor of surgery and mm 
movedthe pulse willresume fead of the vascular surgi- 
immediately if there is nO aj service at UCSD. 
arterial disease. However, ~The UCSD research team 
the pulse can be delayedfor ference on noninvasive ._« 
two minutes or moreifthere techniques in 1977, whicht_> 
is a serious arterial obstruc- resulted in the June 1978 i Se 

publication of the authorita- 
tive reference book in this 
field, edited by Bernstein 
and entitled Noninvasive 
Diagnostic Techniques in 
Vascular Disease. 


O 
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nosis has grown in only t 
past five years. i 
Co-investigator with ~* 
Bernstein, Dr. Arnost : 
Fronek, explains that vas-_ <>. 
cular diagnosis techniques ~<= 
are now considered the best. . 
methods for determining” 
the treatments for over a 
dozen vascular illnesses. 
They are also used to decide ~ 
the safest leyel at which a 
leg or jam can be per= 
formed. 
Fronek is a professor of 
surgery and: bioengineer- 
i and director of the 


he” 


ion. 

More than 4,000 patients 
have undergone the battery 
of diagnostic tests de- 
veloped by the UCSD re- 
searchers. A comparison 
between the nonivasive 
techniques and other tests 
used to diagnose throm- 
bophlebitis (inflammation . 
of a vein before the forma- Starvation 
tion of a blood clot) yielded According te a recent es- 
surprising results. The timate by the ood and Ag- 
noninvasive tests showed riculture’ Organization of 
that muscle strain, tendon the United Natioms, nearly 
pulls, cellulitis, trauma and 500 million ersons 
infections were the actual throughout the world suffer 
cause of over half the cases from severe malnutrition. 
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Insured ® Reliable 
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Exchange 
Moving Co. 


1412 Solano Ave. 
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Free ideas 
for future growth. 


Better Ho 


ana brightest 
with green-tnumP basics 
how fo care for ai) KINGS 


% of contdiner-grown plants 


mes and Gardens: 


Portable plants for you to 
row — with 66 color photos int 
suggesting ideas for every P 
purpose and Jocation , 


This 96-page booklet is filled with 
color pictures and rules of green thumb for 
growing portable plants, indoors or out. 
Learn how to start a water garden, a rose 
garden, a rooftop garden, even a vegetable 
garden, all in potted containers. 

And if you want to see how 
good your garden could grow, 
we're having special plant 
displays at all the branches, 
with containers courtesy of 


gsc 2 


Allstate Savings and Loan Association 


Allstate 


To get your free book, write your 
name and address in the coupon below. 
Then bring it down to Allstate Savings. 
While youre at it, ask us about the many 
ways we can make your money grow, too. 
Our interest rates are higher than any 
bank's. 

We're Allstate Savings and Loan, with 
86 offices statewide to serve you. Drop by 
one today and take advantage of all the 
capital ideas we've got growing for you. 
For a free copy of “Container Plants” i 
bring this in to Allstate Savings. 


Name 


Address 


ALBANY 
1377 Solano Avenue 
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© Twins, fulls, queens and kings 
© Partial listing only 

© From stock and some very 
special purchases 

© All subject to prior sale 

@ No mail, phone, C.O.D. 

© Some one-of-a-kind 

e Hurry for your first choice 

© Use your Breuners Revolv-a- 
count®, Master Charge®, 
BankAmericard® or Visa® 

© Delivered at no extra charge 
within Breuners regularly 
scheduled delivery zones 


Breuners spectacular sale of mattresses and 
foundations is now happening! There is a big 
selection of outstanding sleep sets, all quality 
made by famous manufacturers. Save now 
for the children, yourself, the guest roam or 
your vacation home. 


Twin size 2-pc. set at 
a remarkably low price 


Both pieces 9 8°° 


Firm polyurethane foam mattress and 
matching foundation with attractive 
brown floral print cover. Ideal for chil- 
drens’ rooms. Limited to stock on hand! 


Serta 2-piece sets in 
twin size or full size 


1 08” and 1 ae e 


Innerspring mattress and foundation, 
blue print cover. Limited quantitie's! 
Twin size 2-piece set............ 108.00 
Full size 2-piece set...../....... 


ry 
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Sealy “Golden Dream” 
sleep sets now on sale 


68" to 298 


Twin, each piece, reg. 79.95...68.00 
Full, each piece, reg. 109.95 ..98.00 
Queen 2-pc. set, reg. 289.50, 238.00 
King 3-pc. set, reg. 369.50. 298.00 


EUS 
A 
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Famous for firm support and the most 
restful of slumber! Mattress features 
multi-coil spring construction. Matching 
foundation built with famous torsion bar 
construction. Multi-needle quilted blue 
floral print cover. A super combination 
of deep down, full support and luxuri- 
ous surface softness. Don’t you deserve 


today for these substantial savings! 


ae 
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Simmons twin size sleep set 
with bonus metal bed frame 


Serta quilted 2-pc. sets 


Firm support, mint green damask cover, 


Twin size 2-piece set............ 


a Golden Dream? Come to Breuners — 


Save on 


famous-maker 
mattresses and| 
foundations! 


oe 


$10 monthly* 
Breuners low, all-inclusive price buys you a twin size mottress, 
twin size foundation and includes o rugged, metal bed frame 
as a bonus! Mattress ond foundation are covered in a hand 
some ticking formerly used exclusively for the famous Simmons 
Beoutyrest®. This set is designed for comfortable, restful 
sleep. Adjusto Rest ® patented heavy gauge coils provide 
extra firm head-to-foot support. Simco Pod insulation onder 
fluffy cotton and felt provides added support ideo! set for 
children! 


in twin and full sizes 


1 20° and 1 ato a 


Serta quality throughout, low prices! 
128.00 


Full size, 2-piece set............ 


Serta multi-coil sets in 
nylon knit cover; 2 sizes 
Cover formerly used on Serta Perfect 
Sleeper! Mattress and foundation sets 
offer firm support, restful sleep. Hurry 
for these outstanding values! 

Twin size 2-piece set............ 138.00 
Full size 2-piece set............. 168.00 


Smooth top Sealy 2-pc. 
sets in twin and full sizes 
Mattress has multi-coil construction, 
foundation is famous torsion bar design. 
Blue floral print cover on both. 

Twin size 2-pc. set............0.5 128.00 
Full size 2-pc. set... 


Serta Perfect 
Signature 


239" to 499" 


Twin 2-pc. set, reg. 299.90 . 239.90 
Full 2-pc. set, reg. 359.90... 299.90 
Queen 2-pc. set, reg. 439.95, 369.95 
King 3-pc. set, reg. 599.95, 499.95 


Sleeper 
is on_ sale! 


Only a cover change puts these Serta 
top of the line sleep sets on sale! Pre- 
miere wire coils topped by layers and 
layers of insulation make the mattress 
the most comfortable, long-lasting ever. 
Matching foundation is precisely engi- 
neered to provide full and proper sup- 
port. Both pieces feature beautiful gold 
damask cover. Choose your set in ultra- 
firm or pillow soft firmness at savings! 


Save on finance charges! Take 90 days to pay. Pay ' in 30 days, Ys in 60 doys 
and the remainder in 90 days and no finance charges will be added to your account. 


discover your home at 


Breuners 


Breuners Albany Hill, Richmond, |-80 at Central Ave., 3254 Pierce,.527-6465; Mon. thru Fri. 9:30-9:00; Sat. 9:30-5:30; Sun. 12-5 


? 
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Franciscan dinnerware 
on sale at Breuners! 


20. off 


Beautiful Franciscan earthenware pat- 


terns now on sale — every piece, place 
setting and set in stock! Shop early for 


yourself or someone you know who loves 


Franciscan, too! Limited to stock on 


hand, no special orders. 


Living Room 


loveseat, contemporary style, earthtones. 


Reg. 389.00 .....ecerseescereeee « Sale 198.00 
Chair, contemporary style, in earthtone 
colors. Reg. 279.00........s.00006 Sale 148.00 


Chair, traditional fashion, brown velvet 
cover. Reg. 349.00.........::0e+ Sale 228.00 


Hope chest with brass handles, will make 
the perfect gift: Reg. 269.50 .. Sale 198.00 
Swivel rocker, traditional style, gold 
cover. Reg. 339.00.........::0010++ Sale 168.00 
Chair and ottoman, very contemporary, 
suede cover. Reg. 629.50 ....... Sale 498.00 
Swivel chair, low back. Antique gold 
cover. Reg. 539.00..........::206+5 Sale 448.00 


Leather sofa, Wood Drift honey cover, one 
only. Reg. 1395.00 .........esgeees Sale 988.00 


Sofa table, Drexel Woodbriar Collection. 
Reg: 269: 00). s-marcscterceseenete a Sale 188.00 


Square cocktail table, capiz shell top 
and rattan base. Reg. 319.50. Sale 198.00 


Sofa, Herculon velvet cover in warm copper. 
Reg. 399.50 .....scserccerreeesrreees Sale 298.00 
Loveseat, contemporary, Herculon velvet in 
warm copper. Reg. 399.50 ..... Sale 298.00 
Swivel chair, in green nylon cover, Mar- 
flex cushion. Reg. 439.00....... Sale 318.00 


Ottoman, Gold velvet cover, one only. Reg. 


NBO 250 Nivcssceccevnsncvssubasscetsmcaroes Sale 68.00 
Studio 

Antique trunk makes an excellent end 

table. Reg. 299.50 .......:.00+ Sale 158.00 


Tub chair, covered in dark green fabric. 
Reg. 399.00 ...-.sesccrerterrereeens Sale 228.00 


Imported glass cocktail table in chrome 
and brass. Reg. 354.50.......... Sale 218.00 


End table, dark pecan finish with brass 
knobs. Reg. BBY 05 crctecscane suse Sale 298.00 


Swivel rockers, Sultan Azure cover. Reg. 
35 OO Werecesterssaneneettscecscovespae Sale 348.00 


Curio cabinet with four glass shelves. 


| Reg. 869.00 .......ceercecesrceerneees Sale 695.00 


Blanket chest, oriental design, pull down 


drawer. Reg. 229.50......:.0 Sale 148.00. 


Heckman Hi-Lo table, octagon shape, 


Reg. 639.50 ...cssccsersereteseeseeers Sale 340.00 


Imported leather sofa table, Reg.. 
RT G95 |b rsenaete tense pavagsnressatens Sale 160.00 
Window chest, Hekman Canton collection, 
Reg. 859-50 .....s-rceeersesreeseter Sale 430,00 


Imported secretary from Europe. Reg.’ 
B69,50 \. ccsse-unvveccssnaenccets4 -anee Sale 688.00 


Ceramic stove from Italy. Reg. 699.50 
BEN, ct cone dake c Seca Netcare Sale350.00 


Desk, Hekman Windrow collection. Reg. 


Ce ee ie Sale 428.00 


End table, Hekman with brass knobs and 
cane bottom. Reg. 349.50 ...... Sale 258.00 


Stone & Phillips chair,in olive green cor-. 
duroy. Reg. 325.00.........000+ Sale 178.00. 


walk ? BREUNEKS Albany 


Use your gift money where it counts! 
Don’t miss. this once-a-year savings 
event! Breuners has a terrific selection 
of home furnishings from stock, plus 
specidl purchases, to stretch your buy- 
ing power all directions! From living, 
dining and bedroom sets to TV's and 
stereos; laundry equipment to bedding 
and linens; party sets, lamps, decora- 
tive accents, china and gifts. Be early 
for first choice! Use your Breuners Re- 
voly-a-count®, Master Charge® 
BankAmericard®, or Visa®. 


® Many one-of-a-kind items on sale 
@ All items subject to prior sale 

@ No mail, phone or C.O.D. 

© Come first, choose first 


Bedroom!Dining Room 


Assorted mirrors in all sizes and shapes. 
SAVE UP tO ....cceeccaserssancesboneescerenees 50% off 


5-piece country casual dining room. 
Reg. 1269.00 .....c:sceeceerseeeees Sale 888.00 


Add a touch from the past with a 
wooden ice box, Reg. 479.50.. Sale 358.00 


Two piece Welsch cupboard and cabinet 
base. Reg. 879.00 ........sseecsssereeeees 698.00 


Early American Armoire. Reg. 599.00 


Beg ate teat Bee Sale448.00 
Four drawer chest. Reg. 199.50 

Sale 128.00 
Double Nera be oval table for your din- 
ing room. Reg. 479.00 ........... Sale 358.00 
Beautiful 2-piece china cabinet. Reg. 
BSPLOD  sssccretnneestscetnswnas onennne Sale 519.00 


Look for expensive antique replicas 
no longer! 2-piece drawer chest and drawer 


mirror. Reg. 598.00 ..........5000+ Sale 468.00 
Traditional elegance, 4-piece bedroom 
group. Reg. 1798.00............ Sale 1398.00 
Contemporary Dining Room 7-piece set. 
Reg. 1979.00 .....5....0-.eceeeoees Sale 1398.00- 
Country Casual living, 2-piece hutch and 
dresser. Reg. 989.00......... ‘.... Sale 788.00 
Durable traditional curio chest.: Reg. 
PEO O trait ce atestane siege sie saclasnepee Sale 448.00 
Traditional 5-piece bedroom group, 
Reg. 2157.00...... Rec srn ead stes Sale 1999.00 


Linens & Draperies 


Soft acrylic fur animal head pillows. 
Koala, lion and dog. Reg. 12.95Sale 10.95 


Dainty eyelet pillows. Reg. 15.00 
SAAS Phe os Bae ee Sale 12.99 


Bedrest in white and ecru. Reg. 35.00 
Sale 29.99, 


Decorative pillow shams in assorted 
prints and colors. Hurry for best selection. 
Reg. 5.00... 0... .cccesenseceenersseeerentees Sale 2.99 


Irregular Touch of Class Blankets, in 
white, beige and light blue. King 25199" 
QUEEN vescseesecseesecesesetnansesneenetneesatene ss 21.99 


Wall to Wall bathroom rugs in assorted 
colors. 5’x8’, cut to fit your bathroom today! 
Reg. 39.00.........0+4 BS i Acacias Sale 32.99 
Thermal stripe blanket, a colorful way 
to warm up your room. Twin/full 7.50. 

Queen/king 15.00 
Natural woven placemats, large size 
napkins 20”, and napkin rings of wood, 
crystal and stone ware........- Now only 99c 


Savannah Lace table cloth in assorted 
sizes. In both white and ecru. Reg. 17.00 
See ess ates ev heeds ce ecae taps tenes Sale13:99 


Custom Returns on drapeires and table 
eeueevalnas sssesesesees REG. 350.00 to 50.00 


Special ounhaae bedspread available 
in twin only. Many assorted colors and prints 
to select From. ..ccccccceesseceeseeeees Now 14.99 


Assorted print throw pillows. All cotton 
covering, filling 50% cotton, 45% polyester 
and 5% rayon. Reg. 8.99.....:.00+ Sale 5.99 


Clearance of broken package curtain rods. 


Assorted sizes. Reg. 31.99 to 1.39. Damaged, 
Now 50%-Off 


Closeout savings on bathroom acces-' 


packages 


sories. Many discontinued styles in assorted 
colors. Reg. 30.00 to 10.00........ Save 50% 


STARTS TOMORROW—SHOP “TIL 9 P.M 


Save 10 to 50% 


Sale! Save ‘10 to *25 
on the new lamp look! 


24°° 59” 


Regularly 34.95 to 89.95. Our best selling 
contemporary tent and pharmacy lamps now 
at unbeatable year-end prices! Bright spots 
of light in gleaming brass or chrome finish, 
subtle enamel colors. Adjustable heights on 
desk or floor styles lets them tuck perfectly 
anywhere in your livingroom, bedroom or 
study. Choose the popular tent, rounded phar- 
macy or snappy new mushroom style design. 
They won't last long at these prices; be early. 


Now, replace all your 
worn dinette chairs! 


2 for $28 


Take advantage of this special value 
price. Sturdy tubular steel legs will 
take lots of use. Brown tone finish on 
legs complements. the Frontier Tan 
color vinyl upholstery. 


Dinettes 


Versitle dinette table with cedar plastic | 
top. Sample only, as-is. _ Hurry and save! - 
Reg. 179.50 ....seessecssesseeeeseenes Sale 89.00 
Beechwood plastic top dinette table 
with contrasting metal legs. Great Savings! 
Rag: 129.308) aout nnn: Sale 79.50 
5-Piece dinette set with cane-back chairs 
and burl finish table top. Reg. 449.50. 
Seedecaka aendee tap tals uveamerteeecb teats Sale 369.00 
5-Piece dinette set with brown fabric 
chairs, dapple elm plastic top. Reg. 659.50 
Sale 559.50 
Cedar plastic eb dinette table, extends to 
72". Hurry, one only! Reg. 179.50. 

tee erat nn ura ce Sale 89.00 


discover your home at 


__Breune 


1, Richmond, | 1-80 at Central Ave., 3254 Pierce, 527-6465; Mon. thru Fri. 9:30-9:00: Sat. 9:30-5:30; Sun. 12-5 


» 
rt 


wtahaaedes te = alte. rivawn 


Lamps & Accessories 


Macrame wall hangings from India. 
Choose from several styles. Reg. 24.95 


we onan excere Taig eins saci Wate Sale 19.88 
Faberware rotisserie for delectible 
roasted meats. Reg. 47.99.......- Sale 39.88 


Electric wok by Wear-Ever makes short 


work of stir-fry cooking. Reg. 34. 99 
a scent Pap sone vdavi- teat Convent eeas Sale 28.88 
Heath fine stoneware stock clearance. 
Complete your set now. ....-:.-csres++s 20% off 
Colorful Mikasa dinnerware in several 
patterns to choose from...........0+-+- 20% Off 
Glassroots blown glass rooters give your 
plants a good start. Reg. 5,00 .....Sale 2.88 
Original oils by Shimizu, 2 only both 
seascapes. Reg. 500.00.......... Sale 299.00 


Assorted Lauffer stainless steel, stock 
only. Reg. 19.00 to 5.50. Sale 5.00 to 2.50 
Silverplated Christmas ornaments to 
brighten up next years tree. Reg. 5.95 to 
DBO aos savi cos Oe Iec oeaeseahae Sale 3.88 to 1.88 
International Noel Xmas dinnerware, 
cake stands, dessert plates and much 
MOFE. ...00e00 pesesped cath gaacevsisor sesseeeee 20% OFF 
Large wrought iron and brass bakers 
racks. Can hold a small TV, books and 
plants. Reg. 229.95 ...-..1e00+ Sale 199.88 
Assorted Oriental imports in ceramic, 
brass, and wood. Reg. 44.95 to 995.00Sale 
34.88to 898.00 

Farms scenes with open lace curtain in 
front. Country charm galore! Reg. 29.95 to 


AIG DS ee aterstir deter oeen=s Sale 19.88 to 34.88 
3D-Look prints in a variety of subjects 
including landscapes and still life. 
Reg: 15.00........000s-s2--seserecetreesent Sale 9.88 


Large colorful bird prints, four subjects. 
Owl, swallow, oriole, and  cuckoos. 
Reg. 24.00,.......00ce2e-ronrcaensenee Sale 18.88 
Military silouette pictures of uniforms in 
four styles. Add the masculine touch! 
Reg. 19:93 eh each eee Sale 9.88 
Special purchase table lamps in wood, 
ceramic and glass while they last. A great 
VOU GCHt vente ated -ns snchrasteares cuss cveraienomed 26.00 
Two only imported tile pictures, use on 
wall or add legs and create a table. 
Reg. 74.88 ........cecseseceeeenererensee Sale 34.88 


Appliance - Televisions 


Zenith Allegro Modular Stereo system 
8-track player. Excellent sound quality. 
Reg:398.80 oso feccnsenesocees ob Sale 278.80 
Frigidare Heavyduty Electric dryer in 
white only. Hurry in for best values! _ 
Reg? 229.95 <2... aes Bo euccesse de Sale 179.00 
Magnavox Odyssey 3000 T.V. game, 
perfect for your family evenings. Reg. 29.95 

SPR iw von eee) .cdnastsens aticudeesweee ne rane Sale14.90 
Zenith Video Cassette recorder with 
Digital Timer. Savings you can’t afford to 
pass by! Reg. 895.00 ............. Sale 759.00 
Magnavox Star System remote 25” con- 
sole T.V. Another great Breuner’s: value! 

Reg: 95010022 .skavetcer natpises Sale 849.00 
Zenith Console stereo with fruitwood 
cabinet, a fine addition to your home! 


BVREG. O70: OU cctcecerecrssaserers rarer Sale 599.00 


“Solitaire Bedspread 


14”7..19°%° 


Energized graphic in black or cinnamon 
brown with white, braid trim. Machine 
wash and dry. Handsomely dramatic! 
Twin or full ...reg. 30.00 Sale 14.99 
reg. 40.00 Sale 19.99 
reg. 45.00 Sale 19.99 


Sofa Sleepers 


Contemporary loose pillow _ back 
sleeper covered in earth tone Herculon. 
Regi562:50) 5a s- 25. cere eeaps Sale 399.00 
Attached back sleeper covered in dura- 
ble Herculon strip. Sleep in comfort! 
Reg 4495025. f ec nrcktnecsatverves Sale 358.00 
Traditional elegance in a queen size 
sleeper. Stylishly priced for your home. 
Reg: 599.50). str, Steen Sale 498.00. 
Durable construction in a queen size 
sleeper. You'll have beautiful dreams al- 
ways! Reg. 599.00... Sale 499.00 
Multi-pillow back sleeper in a fashion- 
able brown nylon print. Hurry in and save! 
Reg. 599.00 nos csacsrsccsctecssocs Sale 399.00 
Contemporary sleeping comfort in a 
loose. pillow back sofa in earthtones. 
Reg. 599.00 cost cncveescctassnvacsins Sale 399.00 


Area Rugs 


A beautiful Athens Ming Design Rug, 6x9, 
white with blue background made of 100% 
nylon. Reg. 139.00 .......secseseeees Sale 70.00 
Multi-Colored with ‘brown, blue, beige 


“and grey, 6x9, super thick in 100% nylon 


face. Reg. 199.00......ccceeene Sale 118.00 
A beautifully designed braided rug for 
that country setting. Beige and dark brown 
with wool face. Reg. 475.00 ... Sale 298.00 
A plush 6x9 Desert Brown rug made of 
100% nylon. A practical color, at q_prac- 
tical price. Reg. 129.00............ Sale 88.00 
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Career center finds unusual jobs for gals 


ALAMEDA — Job place- 
ment counseling for women 
seeking work in non- 
traditional fields is just one 
of the many services offered 
at College of Alameda’s 
Career Center. 

‘*We’re available to 
members of the community 
as well as to students here at 
the Colne Our job place- 
ment bulletin board has 


de Benedictis. 


floor of the Learnin 
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Discount Food Markets 
SUPER DISCOUNT VALUE 


| Per SUPER DISCOUNT. PRICE! aaa 


IMPERIAL 
79c VALUE 


594 
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? a 
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ee LY Zu Z 


1 Ib. PKG. 


oC ee el 
| Tsuperiscounrpricel| || (| __ [SUPER DISCOUNT PRICE! Ha EE A aaaat 


Snack Crackers Dry Roast Peanuts HN 


at a 


N.B.C, ALL VARIETIES 
89c VALUE 


REG. PKG. 


ro SSUPER ra | PRICE! 


DONALD DUCK FROZEN 47c Wexte 


FRYER 
THIGHS 


BEEF 
STEAKS 
FRESH 


|ROASTING 
CHICKEN 


Fresh © 
Calif. Grown 
Chicken Lb. 


USDA CHOICE 
Boneless 
Top Sirloin 


Large meaty 
birds from 
Petaluma 


SC HWEPPES Tonic, Club Soda, : 
Ginger Ale, F 
32 oz. hottle 0 
BEVERAGES 43c VALUE re ie 
Plus Deposit 


LOW, LOW FROZEN FOOD PRICES! 
JOHN’S SPACE SAVER PEPPERONI, SAUSAGE 


LEAF SPINACH, CREAM CORN 


Vegetables 7° 


any positions that cannot 
filled by our students,” 
said career counselor Paul 


In addition to job place- 
ment services, the Center,. 
which is located on the main 


Re- 


sources Center, offers 
career and academic coun- 
seling, testing, career class 
information, rap sessions, 


PEE! 
Orange Juice t 


Juice 


and job finding techniques 
workshops. 


A complete Career Lib- 
rary is available for those 
interested in viewing films 
of studying materials about 
a specific occupation or 
be The Center is open 8 

a.m. to 8 p.m. Moncey 
through Thursday, and until 
3 p.m, on Friday. 


Charlie 
Parker 
sculpted 


WE WILL CLOSE AT 6:30 NEW 
YEAR’S EVE AND ALL DAY 
NEW YEAR’S DAY. 


Ie 


| 


GIANT PKG. 
CSE: Tes ES a Bs as 


(<A Ss PLANTERS IN NEW DECANTER 
2.49 VALUE 


DEL MONTE 


43c VALUE 9c 
Catsup 14 oz. BTLE 
Co in CREAM OR FAMILY 
39c VALUE 


a 


17 oz. TIN 
i. MONTE HALVES 
yp 62c VALUE 5 @ Cc 
ears 16 oz. TIN 
Wie SLICED, os CRUSHED IN JUICE ‘ 
66¢ VALUE 5 9 
eee e 20 oz. TIN 


Thin Sliced 
3 oz. Pkg. 


LAND 0 FROST MEATS 53° 
SLICED BACON =—sttensones = 1.99 
LUNCH MEATS rare 09° 
FRESH PACIFIC OYSTERS wis 1.59 
JONES LITTLE LINKS ine. 1.98 
IMPORTED HAM 99° 


SALAME swe 1.69 


GROUND 
BEEF 


FRYER © 
LEGS 


SMOKED 
HAMS 


6 tasty varieties 
by Bob Ostro 


DAK Super Lean 
4 02. Pkg. 


Gallo or Capri 
13 oz. chub 3.29 


Does Not Exceed 
30% fat. Any 
size pkg. 


Fresh Calif. 
Grown 


~ 99° 


Chicken 


Fully Cooked 


LOW, LOW PRICES! 


CHEESE c Syrups sem § Cc CLOROX eae ii 5 Cc 
VAN DE if $ : CHEESE HUNT'S TOMATO ; © ¢ scovxn oiner c 

89c VALUE 
Fnchiiaias »21.39)sSauce. sans 2:33 Nankins 2% 59 
ee HI-G ALL POPULAR FLAVORS FRUIT DREYER’ r tLs1s 


93¢ Value a 9 ri 
eg. c 
Avocado Dip yi: F°¢<Drinks sx 9°) Ice Cream ts 
LUCCA BEEF ‘ = 
sts Bic VALUE, Ct REA ENON c () fuse seurzer 
Ravioli sme 69 ((Juice = wien 59 2b Tablets 
GREEN GIANT NIBLETS, MIX. VEGS., -) OCEAN SPRAY CRANBERRY is Ue. 


$1.27 VALUE 
6 02. TINS Pax 


$1.19: 


at Foo 


ay Ib, LOG 


LOW, LOW PRICES 


$1.25 VALUE 


$1.99 we | 8 Je 
3% 1B.BAG Be 


OAKLAND — ‘Homage 
to Charlie Parker,” a major 
new work by the interna- 
tionally acclaimed metal 
sculptor Mark di Suvero, 
has been installed in the 
paces of the Oakland 

useum. 

The large-scale piece 
which stands 20 feet high, 15 
feet wide and 30 feet long, is 
comprised of ordinary steel 
and Cor-ten steel beams 
with a redwood swing, to in- 


peeruy: DISCOUNT PRICE! 


<=. Potato Chips 


GRANNY GOOSE $1.05 nal 


= 6941. 


8 aa ae PACK 


volve the viewer. 

Di Suvero, who gained 
penta Sy the Bay Area 
during the 1974 controversy 
surrounding his work, 
“Mother Peace,”’ is consi- 
dered one of the foremost 
contemporary American 
sculptors. In 1975, he was 
the first livi artist to have 
a one-man exhibition in the 
Tuileries Gardens in Paris; 
more recently he was the 
subject of a public television 


aS 0 SS es Ts a 

GORDON’S 80 proof 

in 1.75 Lir. 
BALLANTINES 86 proof $ 
Scotc 750 Mil 6. 49 
CANADIAN CLUB 86 proof $ 

750 Mil, 
KORBEL 80 proof 
Brandy Quart 
Whi sk 80 proof $4 89 
sKey 750 Mil e 


Fire Log S 7 


Ge i DURAFLAMEIE95¢ aR 


Large Size 
Fuerta Variety 


MUSHROOMS 
SQUASH 
TANGERINES 


== 149) APPLES 
»> GRAPEFRUIT 


F 
Oo 
SWEET TEXAS RUBY RED Large Size R 


$0.59 
74¢ 


25 CT. PKG. 


CARNATION-BERKELEY FARMS PINT 


Cottage Cheese 


CARNATION-BERKELEY FARMS 


Yogurt 


=" e 


it TIN 


ee Se Se es fc 
"SUPER DISCOUNT PRICE! | | 


Fresh Eggs 


SYLVESTER LARGE GRADE ANd 


S2 


9.69 


$6, 29 Ac 


HALF PINT 


documenta’ 


ry. Muse 
The new work, titled in 
tribute to the legendary j jazz Mi 


saxophonist, was acquired 
y the Museum with a grant 
from the National Endow- 
ment for the Arts, a gener- 
ous contribution from the 


Women’s Board of the Oak- said. 
For if aition iy 
273-305, 


land Museum Association, 
and, in part, as a gift from 
the artist. 

George Neubert, Curator 
of Art at the Oakland Art 


WHERE YOUR MONE 
GOES FURTHER! 


i. 
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LG. AA 
Doz. 85c 


Coffee. 


YUBAN $5.49 VALUE 


tion, call 27; 
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a hand Oak ar 


cation rent 
SUPER DISCOUNT PRICE! 
Paper Tow, 


HI- -DRI 6 1c VALUE 


Hothouse grown, 
Extra large, 
excellent for stuffing 


Italian 
Fancy 


Large 
Size 


Red & Golden 
Delicious 
and Pippin 


LOW, LOW DAIRY PRICES 


i 
21° tg 


Butter 


SYLVESTER 1st QUALITY 


OCADOS 
G:9§ 


a 
.d 
af 


GRADE AA 
1th. CUBED 


‘h 


Foo Nl BERKELEY FARMS 


Egg Nog 


75¢ VALUE ] 
QUART 


| 


OUR PRICES SAVE YOU M0! 


1850 SOLANO AVE. ¢ BERKELEY 
Prices Effective Six Full Days Through 
Tuesday, January 2, 1978. No Sales to Deale’ 
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RICHMOND — An award-winning English 
; filmmaker whose past subjects include the street warfare 
of Northern Ireland and the social ravages of redevelop- 
ment in metropolitan London is well on his way to produc- 
ing the first thorough documentary on the building of Lib- 
Y erty Ships here. 
a Philip Thompson, part poet, cinematographer and 
m sociologist, already has received an allocation of $12,000 - 


| tas ‘ B “The National Liberty Ship Memorial will be dedi- 
I daar nie a a PO tn cated to the heroic U.S. citizens who sailed aboard these 
) The SS Jeremiah O’Brien is one of dozens of mothbal- Ships during our country’s most perilious times and to the 
ae led vessels there, but the O’Brien is special. The U.S. ryt ard ke who eevee the construction miracle 
4h Maritime Administration in 1966 singled out the World all time,” Evans noted. 


from the Richmond City Council toward his $36,000 
documentary on the glory days of Henry Kaiser and his 
giant shipyards here. 

Other contributors toward the film include Stauffer 
| Chemical, Bethlehem Steel, Drew Chemical, the Ameri- 
' can Bureau of Shipping, Weigman & Rose, and Lang & 
| Coe. Thompson says he is still waiting on a decision on 
| funding from the U.S. Maritime Union, and the California 

Arts Council, which will make a decision in April. 

In the meantime, Thompson, who now lives in Point 
Richmond, has correspondence in progress with the Na- 
tional Trust for Historic Preservation in Washington, 
D.C., which is searching the National Archives for Liberty 

' Ship material. Other assisting hands include the National 
Maritime Association and Congressman Peter McClosky. 

Thompson said he needs about $8,000 more in con- 
tributions to bring his film to completion, but one or two 
major contributors and some individual local donations 
should make up that amount. 

Some of Thompson’s work was shown locally last year 
by the Pacific Film Archive at UC-Berkeley. 

A documentary trilogy which consisted of ‘‘Tolmers 
— Beginning or End?” “L.S. Lowry, The Industrial Ar- 
tist,”’ and “A Place Called Ardoyne’’ was screened. 


The first of the trilogy is a film of Central London Fe ae ot esi Tees Wk ee * ° 4 4 ea 
which depicts the social makeup of a neighborhood about se AE ne: PE OER See _ ith 
to be wiped out by a huge redevelopment project. “They 
showed it twice on the BBC,” Thompson said. “Within two LAUNCHING OF THE SS a PEARY LIBERTY SHIP AT ONE OF THE RICHMOND SHIPYARDS ON NOV. 12, 1942 
days a $150 million office block development plan was ; : 


’ halted because the film showed how a well-knit neighbor- 
hood and its people were going to be destroyed by the 
project.” 

The second of Thompson’s films is on the artist who 
drew inspiration from England’s dreary industrial north. 

The third film is a first person exploration of the 
death-strewn streets of Northern Ireland, where even the 
children are involved in the hatred and bloodshed. 

Thompson said he was attracted to Liberty Ships be- 
cause he remembers his father giving thanks for the 
American Liberty Ships which carried supplies to a starv- 
ing England in WW II. 

The vessels were the product of the genius of Henry 
Kaiser, who foresaw that big cargo vessels could be pre- 
fabricated and welded together in giant yards, and pro- 
ceeded to produce thousands of ships in places such as 
Richmond. Carving and dredging a huge shipyard here 
where nonehad been before, Kaiser brought thousands of . 
unskilled workers from throughout the U.S. and taught 
them the rudiments of his revolutionary means of con- 
struction, ; 

“Tt was simply Richmond’s finest hour,’’ Thompson 
said, 

His awards include the Cannes Film Festival, 
Chicago Film Festival, plus many British trophies. He 


THE SS JEREMIAH O’BRIEN WAITS IN SUISUN BAY FOR ITS RESTORATION PROJECT 


Saving the last ‘true’ Liberty 


By AUGUST MAGGY 
SANFRANCISCO~— A rusty old ghost of a ship quietly 


War II Liberty Ship for conversion into a national memo- 
rial and 12 years later the active campaign to do so is 
underway. 

Some $350,000 is being sought by the National Liberty 
Ship Memorial Committee, based in San Francisco at 215 
Market St., to restore the ship to its war-time condition, 
complete with guns at the bow and stern, and convert it 
into a floating museum. About $15,000, including a $10,000 
grant from the National Trust for Historic Preservation, 
already has been donated. 

“As soonas sufficient funds are available, the O’Brien 
will be moved to a Bay Area shipyard to begin the impor- 
tant restoration process — the drydocking, sandblasting, 
painting and repair or replacement of all original equip- 
ment,” according to Barney Evans, a spokesman for the 
committee. 

When the refurbishing is completed, the historic ship 
will bemoved toits permanent location in the Golden Gate 
National Recreation Area, moored virtually in the shadow 
of the Golden Gate Bridge at Pier 3, Fort Mason, the port 
of embarcation for many a shipload of troops and cargoin 
the World War II years. 

The O’Brien, which has been part of the National De- 


. derway to show his film on a restored Liberty Ship slated 


x 


Sr 


e 


oe 


said he was on Suisun Bay when he spotted the mothball 
fleet and recalled his father’s words. 

Tired of Hollywood where “‘there are more filmmak- 
ers than there are soccer fans in Glasgow,”’ he decided to 
make his next film a hommage to the Kaiser-built ships 
which contributed toward victory in WW II. 

Two ex-Marines, actors James Whitmore and Glenn 
Ford, whoremember their journeys aboard Liberty Ships 
well, are prospective narrators for the motion picture. 
Both have been contacted and are reportedly receptive. 

_ Thompson is continuing to gather material for the 
film and contact prospective contributors such as Kaiser, 
Standard Oil of California and Bechtel. 

Healsohas plans for a documentary on the upcoming 
Laguna Seca auto races in Monterey, and recently com- 
pleted the filming of one of the largest dry docks in the 
world which was installed in Portland. 

Excited about all his projects, Thompson continues to 
urive toward his cinematic goals. Plans are already un- 


for San Francisco. In his own eyes the world benefitted 
immeasureably by the construction of the Liberty vessels 
at such key spots as Richmond. It is his hope that his film 
can tell the story with all the drama and history which he 
thinks it deserves. 


Better Homes and Gardens: 


Portable plants for you to 

grow — with 66 color protos 
\ “suggesting ideas for every 
77 surpose and jocetion 


ee Al A 
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Grow tne best ana brightest // 


—U.S; Maritime Administration photo n greentnump pasicé 


remaining Liberty vessel remaining which has not been 
altered or modified in any way. 


He said the project will serve as “‘a mighty tribute to 
the indomitable spirit and determination”’ of the Ameri- 
can people. 

Once restored, the ship’s five cargo holds will house 
maritime exhibits, including a portrayal of the era of the 
Liberty Ship and the history of the U.S. maritime labor 
movement. Admission to the museum is expected to be 
free of charge. 

A 1979 completion date has not been announced. 

During World War II more than 2,750 Liberty Ships — 
the greatest number of any class of ship in history — were 
built in American shipyards, including the giant ones in 
Richmond. The ships, dubbed “‘ugly ducklings,” were de- 
livered sea-worthy in less than four months. Many were 
sunk and most of the others were dismantled or modified 
for other uses after the war. 

The O’Brien, considered a standard Liberty Ship, is 
441 feet long with a beam of 56 feet, was designed to carry 
more than 9,000 tons of cargo with a full load of fuel and a 
crew of 44but often had to carry a bigger load and a larger 
crew. 

The Maritime Administration admits that the O’Brien 
“is not the most historically significally Liberty Ship” 
because it was neither the first nor the last and didnot play 


Today's as good a time as any to start 
things growing. So stop by any Allstate 
Savings office and we'll give you a copy of 
Better Homes and Garden’, “Container 
Plants’ You won't have to fork outany green, 
either. (It’s free.) 

This 96-page booklet is filled with 
color pictures and rules of green thumb for 
growing portable plants, indoors or out. 


bank’s. 


To get your free book, write your 
name and address in the coupon below. 
Then bring it down to Allstate Savings. 
While youre at it, ask us about the many 
ways we can make your money grow, too. 
Our interest rates are higher than any 


We're Allstate Savings and Loan, with 
86 offices statewide to serve you. Drop by 


fense Reserve Fleet at Suisun Bay for the past 32 years, 
has been officially placed on the National Register as a 
historical object, and was declared a national monument 
on July 7 of this year. The ship is believed to be the only 


Learn how to start a water garden, a rose one today and take advantage of all the 

garden, a rooftop garden, even a vegetable capital ideas we've got growing for you. 

garden, all in potted containers. F “Fora free eopy of “Container Plants 
And if you want to see how 


good your garden could grow, 


an important role in any particular combat action or con- 
voy mission. Butitis considered the last surviving Liberty 
which still has “‘integrity of its original design.” 


bring this in to Allstate Savings. 


; | | 
Allstate Ff | 
; : ‘ | N | 
YOU CAN HAVE A SiMPLE, INEXPENSIVE vn: EA Vien Lae are 
FUNERAL SERVICE OR NO SERVICE AT SAL EEEERVICR Sar aware ar heap amt | : 
MINIMUM COST. PRE-NEED OR AT NEED. : GERMAINS® ) Oh eee 
American Cremation Service, Inc. Our Specialty is EMIT SeBUT ACapital Idea. 
j 727 a0 Fable Aveaue | Due to Your Demand for High Quality Work, 
bi oon di aah ede We Also Service RCA and IMPORT SETS! @ 
i TELEPHONE (415) 525- ee we i ALBANY 
CALL OR WRITE FOR FREE BROCHURE | BavCAMERICARD S Allstate Savings and Loan Association 1377 Solano Avenue 


ALBANY 526-7244 


| a nies a Bes eee ie} ous ; # Bit FE yam 


Wed., Dec. 


Time 


eee 


1, Real Estate 

5. Lots 

6, Real Estate Exchanges 
10. Income Property 
11. Professional Services 
12, Business Opportunities 
13. Commercial Property 
14. Real Estate Wanted 
18. Loans 
24, Rest Homes , 
25. Ren’ 


. 31, Insurance 
. 35. Help Wanted 
°38. Work Wanted 
40. Miscellaneous For Sale 


liott 524-7190. 


liott 524-7190. 


Ganoung 525-7617. 


H 


31.26:DEC78 
Happy New Year from 


all of us. 


Kathy Beals 
Cathy Roberts 
Trudy Ross 
_ William 

Hoppe, 


Realtor 


~ new Albany Hill Town- 
_ house Condominiums. Two 
_ and 3 bedrooms, 2 baths, 
_ AEK with laundries in- 
ded. Architect designed 

for comfortable living. 
Four units with prices 
rting at $89,000. Buy one 
{| four. A wise invest- 
it. Merle Downing 514- 


; 27, 1978 ; 


¢ for the one price. — Ads payable in advance 2 
May be placed at 1247 Solano Avenue 
before 4:00p.m. on Monday. 


CLASSIFIED INDEX 


INVESTIGATE THIS 
_ Comfortable and well-maintained 2-bedroom, 1-bath 
MacGregor-built home in Albany. It is detailed for 
comfort. Large yard, garden space, fruit trees plus 
creek across rear. Price $79,500. Evenings call Ed El- 


YOU WILL NEVER REGRET 
Buying one of these clean Condominium units, located 
in Albany, close to Plaza for shopping, transportation 
to all Bay Area. Each unit consists of 2 bedrooms, 2 
baths plus all-electric kitchens. Priced to sell from 
$52,500 to $59,000. After hours call Ed Elliott 524-7190. 


HOME ENVIRONMENT 
That approaches the ideal—may we suggest this 
_ 3-bedroom El Cerrito ranch style home with 2 baths, 
' garden space inrear yard. Close to schools, transporta- 
tion and shopping. Price $94,500. Evenings call Ed El- 


COUPLES—HERE IT IS 
A wonderful comfortable two-bedroom home, 1 bath. 
It’s bright, cheerful and distinctive. A dream 
answered, if an Albany location is your projections for 
your future home. Price $76,500. After hours call Oliver 


ALBANY BUSINESS OPPORTUNITY 
Excellent Solano Avenue location. Established ice 
cream store serving lunches, ice cream by Dreyers. 
Good potential. Extensive list of equipment, all practi- 
cally new. Asking price $41,500. After office hours call 
Melissa McCloud 848-4334, 


uy) A GREAT LITTLE HOUSE 

it Live comfortably while building an equity in this one- 

bedroom, compact home in Albany. Country kitchen, 
deep lot, Murphy (wall) bed... all contribute to its 
appeal and charm. Price,$39,500, negotiable if painting 
is your “bag.” Eves call Jeri Sullivan 843-8273. 


ii “WE WISH YOU A HAPPY AND 
HR PROSPEROUS NEW YEAR” 


DAVID N. ROBINSON REALTY 
1300 Solano Ave., Albany, 525-8900 


HOLIDAY GREETINGS 
FROM ALL OF 
US TO ALL OF YOU 


Gregory Sindel 
Hi) S. William Sindel 
: Earl B. Grote 
Merritt Thomas 
Jo Burns, Secretary 
Jean Sindel, Broker 


REALTY 


“Satisfaction! Our only product.”, 


Bas 


44, Tailoring 

49. Midcellaneous Wented 
50. Spécial Services 

52. Autos For Sale 

54. For Your Auto 

60, AnnouncemeRits 

62. Personals 

65. Lost and Found 

68. Rides 

70. Pets 

73. Instructions 

75. Personal Services 
77. Equipment Rentals 
80. Services 

85. Home and Garden 
87. Obituaries 

90, Too Late To Classify 


524-8508 
OPEN SATURDAY 1-4 


Last chance to see a magnifi- 
cent Albany home this year. 
Come and take a look at this 
Saturday, Dec. 30. 


NEW ALBANY LISTING 


Must see to appreciate. Big, 
roomy 2-story, 4-bedroom, 
2-bath home. $110,000. Call 
Walter Wallace, agent. 


HAPPY NEW YEAR TO ALL 
Red Oak Realty 


El Cerrito Plaza 


527-7373 
Res. 223-1499 


to all our fine friends! 


DAVID 


- ROBINSON, 


REALTOR 
_ Albany 
525-8900 


‘ “he 


’ AAAS |\CREALESTATE—S—S—S 
Times Classified Ads 
Raat hts Fine mi remauea : 


Headington 


& Freels 
1566 Solano Ave. 
Albany 
527-6365 


HAPPY NEW YEAR 
TO ALL OUR FRIENDS 


Wishing all the good things 
of life to each and all of you 
. . . May we continue to de 
serve your friendship and 
confidence. 


HAL HOFFMAN 


Realtor 


3 BDRMS.—2 BATHS 


Large family room, beam ceil- 
ings, and giant brick fireplace. 
Completely updated Mac- 
Gregor home. Wooden deck 
with view under sequoia sem- 
pervirens. Built-in this and 
built-in that. A lovely home. 

OWNER finance $75,950. Call 
today. Russ Huber 524-7180. 


HAL HOFFMAN 
Realtor 
1207 Solano, 527-2326 
Opp. Alb. Library 


35—HELP WANTED 


TYPISTS & 10-KEY BY TOUCH 
AND EXPERIENCED KEY PUNCH 
OPERATORS 
General Clerical skills 
needed, ADIA has im- 
mediate openings, long or 
short term assignments. 
ADIA TASK FORCE offers 
paid benefits, vacation 
bonus and top pay. Never a 
fee. Call our office today. 


ADIA TASK FORCE 


600 San Pablo Avenue, 
Albany 


526-5564 EOE 


SALES HELP, full-time, part-time 
Apply to McCurry's Camera & Card 
Shop, El! Cerrito Plaza or phone 
526-0744. 


40—MISCELLANEOUS FOR SALE 


NOW you can ciean snags and orien- 
tals professionally clean with RIN- 
SENVAC steam cleaner, Rent at 
Pike's Electric Appliance, 377 Col- 
usa Ave., Kensington, 526-6349. 


RENO TRIPS 


i 


One Day Only 


Sat. & Sun. 

(9 hour turnaround) 
$18 Round Trip 
$13 Cash Bonus 


New Years Eve Trip 
Harold’s Club 
9 Hour Turnaround 
Fores & Refunds subject to change — 
Mary Ricketts— 
- For Reservations 10 a.m.-10 p.m. 
525-2602 — 524-1948 
$3.00 Discount for Groups 
SHANNON FUN TOURS . 


A-— Instruction 


LEARN TO DRIVE 


We'll feach you what you should know 
What's expected of you 
The SAPE and PROPER 
rules to drive by 
BERKELEY 
Driving School 
524-5321, Eves. 283-3838 


B-Special Services 


ALBANY 
TELEVISION 


Sales-Service 


Factory Trained — Specializing in 
RCA, Zenith and Motorola 


Color— B&W — Stereo 
“THERE'S NO SUBSTITUTE 
FOR KNOW-HOW” 


Phone 526-9177 
1150 SOLANO 


FIREPLACES 


Remodeled, Repaired, 
Corrected, Spark Arresters 
Lic, No. 327662 
ROY ANACLERIO Fireplaces 


526-7555 


- RENO 
DRIVE-UP. 


Motel Hotel 
$10 $14.50 
Per Person 


Double Occupancy 
Add $5 for Friday & Saturday , 
Each Person Receives 
$4 Cash —$2 Food —$6.70 Bonus 
5 


HARRAH’S 
HOE 


$16.20 Round Trip 
8 Howr Turnaround Bonus 
i? $8.00 CASH* 
2 COCKTAILS 
* Some Schedules 
Receive $4.00 
Departs 1:10 p.m. Daily 
BOTH SCHEDULES 


DEPART FROM 
NEVADA TAHOE 
TOURS 


905 San Pablo Ave. 
(At Solano) 


Albany 
526-6600 527-6636, 


H.L. MOORE . 
Chrysler- Plymouth 
A small dealer 
inasmall town... 
Low overhead 
with low prices... 
The finest in service 
929 SAN PABLO AVENUE 
ALBANY 525-4914 


To place your 
classified ad 
call 525-1510 


PUBLIC NOTICE 


FICTITIOUS BUSINESS 
NAME STATEMENT 
FILE NO. 30267 
The following person is doing busi- 
ness as: One Call Does All’’ Service, 
1020 Talbot St., Albany, Ca. 94706. 
QUALLS, STEVEN L. 
1020 Talbot St. 
Albany, Ca. 94706 
This business is conducted by an 
individual 
Signed 
Steven Lee Qualls 
STEVEN LEE QUALLS 
This statement was filed with the 
County Clerk of Alameda County on 
Nov. 8, 1978. 
CERTIFICATION 
| hereby certify that the foregoing is 
acorrect copy of the original on tile in 
my office. 
Dated 11-8-78 
RENE C. DAVIDSON 
County Clerk 
By E. GUICE 
Deputy, County Clerk 
3102A—Dec. 13, 20, 27, 1978; Jan. 3, 
1979 


(WOTICE TO CREDITORS 
SUPERIOR COURT OF THE 
STATE OF CALIFORNIA FOR 
THE COUNTY OF CONTRA COSTA 
No. 211046-4 
Estate of 
JOHN R. SOUSA, also known as 
JOHN SOUSA, also known as J. R. 
SOUSA, 
Deceased, 
NOTICE IS HEREBY GIVEN to the” 
creditors of the above named dece- 
dent that all persons having claims 
against the said decedent are required 
to file them, with the necessary vou- 
chers, in the office of the clerk of the 
above entitled court, or to present 
them, with the necessary vouchers, to 
the undersigned at BANK OF 
AMERICA, NATIONAL TRUST AND 
SAVINGS ASSOCIATION, which is the 
place of business of the undersigned 
in all matters pertaining to the estate 
of said decedent, within four months 
after the first publication of this 
notice. 
Dated: December 8, 1978 
GEORGE R. GLAVINOVICH & 
G.B. MATTHEWS, 
Trust Officer, 
BANK OF AMERICA, 
NATIONAL TRUST AND 
SAVINGS ASSN. 
Executors of the Will of 
the above named decedent 
GEORGE RA. GLAINOVICH 
GARY PETER GLAVINOVICH 
Attorneys at Law 
Financial Center Bldg., 
Suite 404 
405 — 14th Street 
Oakland, CA 94612 
893-8486 
Attomeys for Executor 
3104A—Dec. 13, 20, 27, 1978; Jan. 3, 


1979. 


ELECTRICAL 
SUPPLIES 


“WHOLESALE PRICES 
FOR HOMEOWNERS & 
DO-IT-YOURSELFERS” 


PLAZA ELECTRIC 


SERVICE 
1041 San Pablo Ave. 


Albany 527-5373 
Lic, No. 248462 
Master 


BBB 
CONSTRUCTION 
C0. 


Lic. No. 269349 
Free Estimates 
All Kinds Remodels 
and Repairs 
Commercial & Residential 
Insurance Estimates 
Quality Craftsmen 


1053 Solano 
| 524-7321 


ro 
the first 
oa 


/ - 


“Ice age exhibit — 


SAN FRANCISCO — “Ice 
Age Art,” an exhibition of 
art and symbols of the last 
Ice Age in Europe and Asia 
comes to San Francisco's 
California Academy of Sci- 
ences in Golden Gate Park. 

The exhibit opens Feb. 17 
and continues through Au- 
gust, after a highly success- 


George W. Devereaux 


ALBANY — Funeral ser- 
vices were held last Thurs- 
day at Ellis-Olson Mortuary 
for George W. Devereaux 
who died last Tuesday in an 
Oakland Hospital. The ser- 
vices were conducted by Al- 
bany Lodge No. 686. 

A resident of Albany for 
the past 27 years, Mr. De- 
vereaux was 78 years old at 
the time of his death. The 
San Francisco native was a 
retired accountant with 
Kaiser Industries. 

A Shriner, he was a 
member of Albany Lodge 
No. 686, F. & A.M.; Oakland 
Consistory of Scottish Rite 
Bodies; Kerak Temple of 
the Mystic Shrine of Reno, 
and the Albany-El Cerrito 
Hi-12 Club. : 

Mr. Devereaux is sur- 
vived by a sister, Lois E. 
Gort of San Mateo; two 
brothers, Charles R. De- 
vereaux of Daly City and 
Robert Devereaux of Santa 
Barbara, and by two 
nephews and one niece. 

urial was in Sunset View 
Cemetery. 


PUBLIC NOTICE 


FIC fITIOUS BUSINESS 
NAME STATEMENT 
FILE NO. 30740 
The following persons: are doing 
business as: KIMCHEE CABANA, 938 
San Pablo Avenue, Albany, California 
94706. 
CHUNG YUN 
640 Grizzly Peak Bivd. 
Berkeley, California 94708 
CHUNG BOWPAE L. 
640 Grizzly Peak Bivd. 
Berkeley, California 94708 
This business is conducted by a 
general partnership. 
Signed 
Yun Chung 
YUN CHUNG 
This statement was filed with the 
County Clerk of Alameda County on 
Dec. 4, 1978, 
CERTIFICATION 
| hereby certify that the foregoing is 
a correct copy of the original on file in 
my office. 
Dated 12-4-78 
RENE D. DAVIDSON 
County Clerk 
By E. GUICE 
Deputy, County Clerk 
3103A—Dec. 13, 20, 27, 1978; Jan. 3, 
1979 


NOTICE TO CREDITORS 
No. 211091-4 
SUPERIOR COURT OF 
THE STATE OF CALIFORNIA 
FOR THE COUNTY ‘ 
OF ALAMEDA 
Estate of WILLIAM EDWARD 
LLEWELLYN, also known as WIL- 
LIAM E. LLEWELLYN, also known 
as W. E. LLEWELLYN. 
Deceased. 
NOTICE IS HEREBY GIVEN to the 
creditors of the above named dece- 
dent that all persons having claims 
against the said decedent are required 
to file them, with the necessary vou- 
chers, in the office of the clerk of the 
above entitled court, or to present 
them, with the necessary vouchers, to 
the undersigned at GEORGE R 
GLAVINOVICH, Attorney at Law, Fi- 
nancial Center Building, Suite 404, 
405 - 14th Street, Oakland, California 
94612 which is the place of business 
of the undersigned in all matters per- 
taining to the estate of said decedent, 
within four months after the first pub- 
lication of this notice, 
Dated December 21, 1978. 
WILLIAM WICKERT LLEWEL- 
LYN 
(Name of personal representa- 
tive) 
Executor of the Will 
of the above named decedent 
GEORGE R. GLAVINOVICH 
GARY PETER GLAVINOVICH 
Attorneys at Law 
Financial Center Bidg., No. 404 
405 - 14th Street 
Oakland, CA 94612 
893-8486 
Attorneys for Executor 
3106A—Dec. 27, 1978; Jan. 3, 10, 17, 
1979. 


PUBLIC SERVICES DIRECTORY 


B—Special Services B—Special Serviccs 


Any Time’s 
A GOOD TIME 
TO BUY, SELL 


Joe's Auto Glass Shop 
Safety Glass 
Insurance Claims Given 
Prompt Attention 
636 San Pablo Ave. 
524-5268 


Please check 
your ad 
the first day 

it appears 


ALERT CLEANERS 
| 1224 Solano, Albany 


Open Monday thru - 
Saturday 7 a.m.-7 p.m. 


525-6937 


OR RENT 


| Drapes, expert, all types of 
| cleaning, / 


Se kwh coca he PENT See (PAPO REC ye Rey ae 


fe eee a aid. CS 


Donations 


ful nine-month run at New _ down for 
ork’s American Museum 
of Natural History, where Lung Assn. 


over 400,000 eople have 
seen it breaking every 
museum attendance record 
to date. 


“Ice Age Art,” the first 
comprehensive exhibition 
of man’s earliest art and 
symbol ever presented 
either in the U.S. or Europe 
spans the Upper Paleolithic 
era from approximatel 
35,000 to 10,000 B.C. and wit 
over 200 works including 
sculptures and artifacts, 
photomurals of cave paint- 
Ings, carvings and engrav- 
ings. 


ALAMEDA — Christmas 
Seal income to support 
programs and services of 
the American Lung Associ- 
ation of Alameda County is 
down 10 percent this year, 
according to Lung Associa- 
tion President Paul 
Fletcher. " 

Lung Association services 
to prevent and control lun 
disease are year round, 
Fletcher pointed out, but 
these programs depend on 
Christmas Seal contribu- 
tions for 80 percent of the 
agency’s $240,000 annual 


SAN FRANCISCO — 44 
ministrator of Veterans 
fairs Max Cleland has 4 
signated six additiona] Ve 
a Administration req 
cal centers as sites f, 
ing VA geriatric fellowalt 

e centers are located 
Buffalo, N.Y.; Durke 
N.C.; Gainesville, Flas 
Madison, Wis.; Portlang’ 
Ore. and Sepulveda, (3 

Training sites previoyy, 
announced are located Ms 
the VA medical centers 


F “ Palo Alto, Ca.; Bed 
The opening of “Ice Age budget. Alto, Ca.; Bedfon 
us i i a Mass.; Lexington, Ky.- i 
Art” coincides with an in Alameda County isnotthe — tle Rock, Ark.; Los Anges 


ternational symposium 
sponsored by the Leakey 

oundation entitled, ‘“‘The 
Hand of Man: Origins of Art 
and Culture,’’ which will 
take place on Saturday and 
Sunday, Feb. 17 and 18 at the 
Palace of Fine Arts Thea- 
ter. 


For information on the 
symposium contact the 
L.S.B. Leaky Foundation of- 
fice at the California 
Academy of Sciences. 


Ah, the comforts of 
home delivery. 


only area with reduced con- 
tributions. Christmas Seal 
giving is down throughout 
California, with Alameda 
County among the associa- 
tions hardest hit. 

Fletcher said, “By giving 
to charities suchas the Lung 
Association, homeowners 
can reclaim some of the in- 
come tax deductions lost 
when Proposition 13 cut 
their property taxes, and 
those tax deductions.” 


Ca., and Philadelphia 
Under the program an 
nounced last January, ye 
tors who are already boar, 
certified as specialists inin 
ternal medicine, psychiatry 
or family practice, yil] be 
given two years specig 
study in caring for the age 
Twenty-four fellows yj 
begin training next July1q 
the centers announced 
per and at six named eg. 
ier. ; 


There’s no place like home to enjoy all the comforts of a weekly 
subscription to the Albany Times. After all, where else can you, 
obtain the latest news, sports and important issues pertaining 
to Albany. 


So, in order to guarantee you the future delivery of the Albany Times | 
to your home, we are starting volunteer subscription rates. Due fo 
the high costs of newsprint, transportation and personnel, we would 


like you to contribute 50° per month, *2.50 for 6 months or *5.00 
a year. 


So go ahead. Enjoy all the comforts of home delivery each Wed: 
nesday. Call 525-1510 or just fill in the coupon and mail to: 


| PE ee ieee or 


Bl I'd like to enjoy the comforts of a home-delivered | 


z : Albany Times every Wednesday. 

i I 
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B—Special Services B—Special Services 


ELECTRICAL 


Large or Small Jobs 
Lower Rates 
| Bonded — Work Anywhere 
j License No. 139932 
Free Estimates 


524-8583 or 525-0146 


C—Automotive 


HAVE A WELDING OR 
MACHINING PROBLEM? 


CALL Larry Bau 
MONARCH 


* Welding-Machinint 
FIX-IT SERVICE 
—Local and Convenient! 
Call Us Today 524-52! 
1218 Santa Fe Near Gilat! 


Bookkeeping Services 
Business Consultations 
Carol Walker 
526-0151 


FARE EXCHANGE 
MOVING CO. » 
‘Residential & Commercial 


Licensed, Insured, Reli-, 
able, Courteous. 


526-8450 


BILL'S HAULING 


Light moving, shrub trim, general 
clean-up and trash removal 


845-5957 


E— Home and Gardet 


+) 


Oscar's Hauling Service | “choos Metal Work 


Since 1930. Free Estimotes + ESTABLISHED 1932 
* Rubbish & Trash Hauling State License 2187! 
R. C. * Basement, Aitic 
HOUSEPAINTING 1041 Peratte Ave, Alban GR ANHOLT 
Cal. Lic. #323460 raz 
|;Small, reputable company Sheet Metal Work! 
‘with many homes done in. ED’S HOUSE PHONE 525-5711 
this area. Call 653-4526 or || & CARPET CLEANING 501 San Pablo, Albetl 
841-6500, Ext. 162, ue’ 
pets, upholstery cleaned, 


*| steamed or shampooed. Walls and 

windows washed. Floors waxed. | 

529-2015 or 529-2731 
Free Estimates 


ESSER PLUMBING CO. Real Estate: 


e Bs ene sh BI Investments 

; ‘ Commercial 
See the Business an Residential 

Service Directory in + Check Classi 


Classified 


‘ 


PARKS and 
Recreation 


ALBANY — Disco, fitness, baton, and gym are just a 
few of the classes offered through the Albany Park and 


Recreation department. 


Disco courses covering pre-teens through adult ses- 
sions will be held Monday and Wednesday nights. No 


partners are necessary. 


Albany resident fees are $12, with non-residents $14. 
pre-registrations are now being taken at the Recreation 
offices, 1000San Pablo Ave. Phone 644-8514 for times and 


Jasses. 
| j Physical fitness courses will be held at the Albany 
: Community Center Tuesdays and Thursdays starting 


Room, and begin Jan. 11. 


Jan. 9. Fees will be $12 for residents and $14 for non- 
residents. Hours will be from 7 to 8 p.m. 

Improved muscletone, relaxation, energy, stamina 
and lung ventilation will all be part of the courses. Phone 
44-8514 for registration and information. 

The Whirlette Baton Corps offers openings for chil- 
dren ages three to five, as well as age 6 through the teens. 
Classes will be held at the Marin School Multi-Purpose 


Fees will be $14 for the eight week session. Instructor 
will be Sandi Rios. Parades will be held throughout most 
of the year. Phone 644-8514 for information. 

Jumping, balancing, tumbling, and body control will 
all be part of pre-school and mini-maxi gym classes to be 


held Mondays through Thursdays at the Albany Commun- 


ity Center, 1123 8th Street. 


Starting Jan. 8, fees are $12 for babygym participants 
and $14 for all others. Phone 644-8514 for information. 

A special childrens activity class is being sponsored 
py the Park and Recreation Department. 

Children 5 through 10 may attend the classes at 1123 


6th St. 
Arts and crafts, cooking, 


indoor and outdoor games 


are all featured. Pottery, sculpture, weaving, are also 


part of the activities. 
Cost is $41 per month from 


2to6 p.m. or $36 per month 


from 3 to 6 p.m. Phone 644-8514 for registration and infor- 


mation. 


Study underway 
how to get 


student 


BERKELEY — An inten- 
sive year long study is un- 
derway in California to 
Jearn how state funds can be 
spent most effectively on 
student financial aid. 

A special fact-finding 
group established under 
state mandate will make re- 
commendations to the legis- 
lature on which students 
should receive aid and how 
much they should get, ac- 
cording to Stephen Weiner, 
chairman of the group and 
associate dean of the Uni- 
versity of California at Ber- 
Bae Graduate School of 
Public Policy. 

The state now spends 
about $111 million annuall 
for student financial aid. 
The study group will learn 
how this aid is allocated in 
all of the state’s institutions 
of higher education and will 
also examine the impact of 
federal and private assis- 
tance. 

Besides state aid, Califor- 
nia students receive about 
$256 million per year in fed- 
eral student aid, $101 million 
from institutional sources 
and $29 million from other 
programs, for a grand total 
of some $497 million annu- 


y. 

The federal portion will be 
even larger next year as 
eligibility for U.S. Basic 
Education Opportunit 
grants is greatly expanded. 
The legislature wants to 
know if the financial aid is 
helping those students who 
should be helped, says 
Weiner. 

Among the policy ques- 


ED HERRNSTEIN 
* 1331 Solano Ave., Albany 


Phone 526-8566 


“Seeme for all 
insurance 


758) 


—= 


ANTHO 


money 


tions the 13-member Stu- 
dent Financial Aid Policy 
Group seeks to answer: 

@ Are there students who 
need and deserve public 
support who are not being 
served? 

@ What is the impact of 
student aid on college en- 
rollment and continuance in 
college? 

@Can student needs be 
served while meeting re- 
venue needs of institutions? 

@Do the existing prog- 


rams support the students | 


they are designed to sup- 
ort? 


@ What is the impact of 
college costs on middle- 
income families? 

The group consists of rep- 
resentatives of the Califor- 
nia Student Aid Commis- 
sion, the Postsecondary 
Education Commission, 
each public and indepen- 
dent segment of postsecon- 
dary education in Califor- 
nia, and representatives of 
student groups, high schools 
and the Office of the Legis- 
lative Analyst in Sac- 
ramento. 

Weiner represents the 
Board of Governors of the 
California Community Col- 
leges, of which he is vice 
president. UC’s representa- 
tive is Thomas Dutton, vice 
chancellor for student af- 
fairs at the Davis campus. 

The group will maintain 
an independent staff in Sac- 
ramento and will hold 
monthly puuc meetings 
until its findings are re- 
ported to the legislature at 
the end of next year. 


SINCE 1945 


Guests welcome. 
Start any class. 


CALL 


ieee 


Like 2 good neighbor, State Farm is there. 


State Farm Insurance Companies « Home Offices: Bloomington, Illinois 


NY SCHOOLS 
REAL ESTATE 


OVER 250,000 SUCCESSFUL GRADUATES SINCE 1945 
PROFESSIONAL LICENSE PREPARATION 


SALESMEN * BROKERS 
INSURANCE — BUILDING CONTRACTORS 
OF THE EAST BAY 


Career courses approved 
for broker applicants. 


ALBANY 
527-4476 


952 SAN PABLO AVE. ° 
(Town Center — 1/2 Block South of Solano) 


\.. Ounch Mews 
FIRST BAPTIST 
CHURCH 


“Pressing On’’ will be 
Pastor Larry R. Campbell’s 
message at the 11 a.m. wor- 
ship service this Sunday. 
Choral music for worship 
will be pide by the 
Church Choir. Nursery care 
will be available. 

Sunday School Classes for 
all age groups including 
adults meet from 9:30 tc 
10:45 a.m. 

A New Year’s Eve Com- 
munion will be held at 6:30 
p.m. This will be an infor- 
mal, reflective experience 
tohelp prepare worshippers 
for the coming of a new 
year. 


ST. ALBAN’S 
EPISCOPAL CHURCH 


On Sunday, Dec. 31, the 
Rev. Robert Wilson will 
conduct Morning Prayer at 
8 and 10a.m, Rita Dows, or- 
ganist and choirmaster will 
direct theSenior Choir in the 
offertory anthem, ‘‘The 
Gate of the Year.” 

There will be no church 
school and students may at- 
tend the regular church ser- 
vice with their families. 
Church school resumes on 
January 7. 

The adult discussion 
groups will not meet until 
after New Year’s Day. 


UNITED METHODIST 
CHURCH 


On Sunday, Dec. 31, ser- 
vices will be held at 11 a.m. 
at the United Methodist 
Church, 980 Stannage Av- 
enue, Albany. 

It will be student recogni- 
tion day. Thespeaker will be 
David Ahn, son of Dr. and 
Mrs. Ahn, and trained lay 
speaker of the Methodist 
church. The topic will be 
“The New Covenant.’ 


PAYING TOO MUCH 
FOR 
INSURANCE? 


NOW it’s even more 
important to check 
for savings. 


VY cutcx our 


POLICIES 


=Auto 
=Homeowners 
=Renters 
=Commercial 
=Annuities 
=Life 
=Motorecycle 


VA cutee our 


RATES 


=Non Smokers 
(Home, Auto, Life) 


=Good Student 


(Auto — continues after 
graduation to age 25) 


=Accident Free 
=Multi-Car 


For a competitive 
quotation for your 
insurance needs, 


MARTY WEBB 


527-2141 


1819 Solano Ave. 
Berkeley 


FOR 


Twenty-Nine Years 

of Proven Success 
IN THOROUGH, RAPID 
LICENSE PREPARATION 


Bann AMERICARD 


CLUB . 


ACTIVITIES 


ALBANY CHAPTER 
No. 550 0.E.S. 


Albany Chapter No, 550 
O.E.S. will meet on Friday, 
January 5, at 8 p.m. at the 
Albany Temple, 533 San 
Pablo Avenue, Albany. 


Worthy Matron Ramona 
Green and Worthy Patron 
Peter Noe will conduct the 
meeting. Refreshments will 
be served by Helen McKen- 
zie and her committee. All 
members are urged to at- 
tend. 


AMERICAN LEGION 
POST No. 292 


American Legion Post 
No. 292 and Auxiliary will 
hold their monthly dinner 
Friday, January 5, at the 
Veterans Building, 1325 
Portland Avenue, Albany. 


Social Hour will be at 6:30 
pan end diner eevee ua 

rice for dinner is $4.00. All 
veterans and guests are 
cordially invited. For ,re- 
servations call Roy at 526- 
2891, Ray at 237-3427 or 
Frank at 525-1464. 


CERRITO DE ORO 
PARLOR No. 306 
ALBANY — Officers of 
Bear Flag Parlor, Berkeley 


and Cerrito de Oro Parlor 
will practice for the official 


(Butt Portion, 
$1.59 Ib.) 


Boneless Beef Roasts 


sHickory Smoked 


A Flavor Favorite 
Old Fashioned Smoky Taste. 
Succulent Ham Flavor. 
Deep-Down Hickory Smoked. 


visit of the Grand President 
Icel Beers following the 
regular business meeting of 
Cerrito de Oro No. 306, Na- 
tive Daughters of the Gol- 
den West at 7:30 p.m. on 
Wednesday, Jan. 3, at St. 
John’s Hall, 6712 Portola 
Drive, El Cerrito. 

Janice Braga, president, 
will preside and present the 
program for the year. Ac- 
tivities scheduled are a Day 
at the Races, garage sale, 
Valentine party and Reno 


a 

ollowing the meeting 
and practice refreshments 
will be served. On the com- 
mittee are Marge Jacobson 
and Virginia Stanford. 


HIGH TWELVE 
No. 8 


The Albany-Berkele 
High Twelve Club No. 8 will 
hold an Installation Dinner 
party with special enter- 
tainment on Jan. 5 at 
Spenger’s Fish Grotto, Ber- 
keley, at 7 p.m. 

Those to be installed are 
as follows: Floyd Tinkham, 
President, Walter Beemer, 
Vice President, Ben Allen, 
Treasurer P.P., Jim 


Glidewell, Secretary, Leon, 


Fitzgerald, Chaplain, Niles 
O. Miller, Sgt.at.Arms, 
Marshal Rollin Fairchild, 
Directors, Alden Cox, 
Joseph Wolters, Dr. A. E. 
Doss, Walley MacMillian 
and Sam Dow. 


Hams- Whole or 
Shank Half 


19 


Boneless Roast .ssxencrcre 
Porterhouse Steak..2* 
Dubuque Ham poyaicuner cannes sw °10%% 

Whole Crabs ores: imeese 
Hog Sausage ‘sx: 
Rib Roast 


Quality Canned Hams 


UCLA pupil wins 
$2000 new award 


LOS ANGELES — A 
newly established award 
honoring outstanding 
achievement by an under- 


f lege student in physics 


as been won. in a nation- 
wide competition by David 
E. Heckerman of the Uni- 
versity of California, Los 


eles. 

The 21-year-old Santa 
Monica resident was named 
the first recipient of the 
Leroy Apker Award of the 
American Physical Society 
on the basis of a senior-year 
report on his original re- 
search in low-temperature 
acoustics, submitted last 
spring in competition with 
students from 20 other pre- 
stigious universities. 

one of four finalists, 
Heckerman was flown to 
New York in October to dis- 
cuss and explain his re- 
search before a panel of 
seven judges. The award, 


- “recognizing outstanding 


achievement in physics by 
an undergraduate student 
who demonstrates great po- 
tential for future scientific 
accomplishment,”’ included 
a ene of $2,000 and a cer- 
tificate lauding Heckerman 
and UCLA. 

_ “The Apker Award,” the 
judges noted, ‘‘is the only 
nationwide recognition of 
achievement in physics at 
the undergraduate level and 
represents a significant 
honor for the winner and his 
institution.” 

In addition, Heckerman 
has been invited to present a 
paper at the meeting of the 
American Physical Society 
in New York from Jan. 29 


Stanging Large End. 3 Ribs Only. US.0. 
hone Grade Beet (Small End. ib $239) Ib. 
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channels in superfluid 
heliu 


im. 

His parents are Mr. and 
Mrs. Ear! Heckerman of 
Santa Monica. His father is 
a mathematics teacher at 
Aviation High School in Re- 
dondo Beach. 


Feb. 1, when the award will 
be formally presented. 

Heckerman graduated 
from Santa Monica High 
School with a straight-A re- 
cord. He maintained the 
same record at UCLA while 
earning a double bachelor’s 
degree in physics and 
mathematics. He received 
the degree in June, and this 
fall he began graduate study 
at UCLA. 

On the side, Heckerman 
plays piano, organ and 
synthesizer with “Oracle,” 
a rock band. An electronics 
buff, he built the synthesizer 
himself in his workshop. 

Heckerman studied under 
Professors Gary Williams 
and Isadore Rudnick in his 
senior year, and it was Wil- 
liams who told the student 
about the competition in the 
late spring quarter, just two 
weeks before the deadline. 

“TI wrote madly for two 
weeks,’’ recalls Hecker- 
man, “though I really didn’t 
think I’d have a chance.” 


1728 Solano Avenue 
Berkeley. CA 94707 


(415) 428-1660 


se Beet. ID 


His pee eerie paper de- 
scribed his research on 
gravity waves in narrow 


BEST WISHES 


FOR 1979 
YOUR FRIENDS 


at 
FIRST BAPTIST 
CHURCH 


Resolve to Worship 
With Us Next Year 


(We are on Solano Ave.) 


Delicious Poultry 
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Pork Loin Roast 
Full Blade Half or 
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Buy Beef in Bulk ... and SAVE! |} 


(Full Sirloin 
y BS Half or Less 
* Ib. $1.46) 


Rump Roast 

ot Boneless- 
Bee! Round, 

US.D.A Choice 


Bottom Round 


Boneless Roast. 
Bee! Round 
U.S.0.A. Choice 


gS 0 1°° | Ba Ads be 


Safeway Ham 


Cudahy Bar S 


Chickens 


Roasting 
Sunrise 
Lar 
\, Frozen 


Ib. 


g¢ 


Armour Star 


All items bulk wrapped only. 
Cut for your freezer at no extra 
charge to you! 


Boneless Tip 

Roast-Beet. 
Round, 

SOA. Choice 


200 ct. 


Eye of Round | |D 


Boneless Roast, 


Choice 


ubuque Royal 
a 


Butlett Canned 
Ham, 6 tb. 


each 39° 


Limit Two per coupon. Limit One per tamily 


‘Coupon go. 


jod only thru Jan 2, 1979 


lease 
Valid al stores listed below, 


SAFEWAY COUPON: »» OE, 


2 Gallon 


NOVAHISTINE 


NIVEA LOTION 


Size D, 
2 per pack 


15 oz. 


or Mead 
Envelopes 


Gallon 


Gourmet, Lucerne, 


(DMX, 4 oz (super 
$1.79) (SPECIAL 
(SUPER) 


EVEREADY BATTERIES 


FABERGE SHAMPOO 


SPECIAL) 
* WRITING TABLE 
(SUPER) 
(SPECIAL) 


SAFEWAY ANTI-FREEZE § 79 
@52 
SAFEWAY DOES FILM PROCESSING 


Just Drop Off Your Film-and the Next Time You're 
In-Pick Up Your Finished Photos! 


at 


Potato Chips 


Sodas or Mixers 


Cragmont, 
Full Quarts 


§ 


for 


& sye3 


4 02. 


Clara, Monterey 


Party Pride, 
Twin Pack 


d ~ Sausage Pizza G 2 


Bel-air, 


( plus 
deposit 


@ Costa, Alameda, San Francisco, 
and Santa Cruz. “Prices notefiective in 


Manor House, 


$ 


3% Ib. 


5 
C 


Turkey Roast | 


Boneless, Frozen 


Turkey Breast 


Roast-Boneless, 
Manor House, 31/r Ib 


$699 


New Year! C9] 


WSAFEWAY. COUPON): “"®) 


With This Coupon 


Film Developing 


‘One Roll of Color Print 


Present this cou 
phofotinish: 51 
total price 


ON PER ROLL OF 


Our Regular 

Low Price of 
Developing 
& Printing 


Margarine 


English Mufti 


G 


_= Sales in retail quantities only. 
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ii SAFEWAY COUPON: mn) 


Film 


1 when you pick up your 
00 will Be deducted 


Film 


Fleischmann's, 


ns 


Mrs Wrights, 
Package 


Washington Extra 


: 


lbs. 


Citrus Punch Fresh times 


Fancy, Red or Texas Ruby, 
Golden, Compare 48 Size 
Quality & Size 


ru January 2, 
, Napa, 


. San Mateo, Santa 
Vacaville or Fairfield. 


Gog 
shea (Case of 6 
eae $6054) 


F, 10-15 Ibs 
Filet Mignon 
Includes: Steaks & 


Chateaubriand, Bone- 
less, Untrimmed 


Ca $349 ge 


12-18 Ibs. 


| Strip Steaks 


Includes: New York 


Steaks or Roast 
Whole Boneless, 
Untrimmed 


tb. $299 


Frozen 


Bourbon Whiskey. 80 


eRe & | 0” 


& Ancient Age 
Straight Whiskey. 86 
proof, 750 mi. 


Champagne. or Cold 
Duck. .75 liter $ 


a Special Case Price 
nn Cc 1 12 
Sco)" EE Vor 
, 
Andre Champagne 
or Cold Duck. 75 liter 


Special Case Price 
(Case of 12 


= it 


€ Kaviana Vodka 


80 proof, 1.75 liter 


$29 
$37.74) & 6 i i 
A Korbel Brandy } Mumm’s Champagne 
Osa ey 9453 

3 °48|" 


ranciscan Chablis | ¢:\ Perrier Water 


750 mi 23 oz 
89" 


“Sa $189 


No sales in excess of 20 gallons. No sales for resale. Al licensed slores only. ~ 


(Case of 6 


French Imported, Extra 


80 proof, Sth 
Ory. .75 liter 


1» 53° 


sa 79° (AR v0. 8. 
Bring Your Own Bag 

SAFEWAY 

LL PAY YOU 


Crushed Ice 


Party Pride 


Pizza Rolls es 
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Sack Your Grocenes 
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Peanuts 


é] 


Large Size. Perteci 
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a! 
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Dear Friends and clients 


- —There is no doubt that the 


Albany Times has many 
loyal readers! Our phone 
has been ringing and we 
have been busy as the 
proverbial one-armed 
eeerae: With the air- 
ine industry being in the 
midst of deregulation and 
pice wars, we couldn’t 
ave made it through the 
_ last month without the hel 
of many clients who made 
and researched their own 
plane reservations and 
came to us to write their tic- 
kets when all the leg-work 
was done. We could spend 


= half our day in paper-work, 


researching prices and 
urchase requirements. 
e of our owners has been 
quite ill with pneumonia, 
and we stop here to wish her 
and her family a happy 
Christmas. We have also 
been helped greatly lately 
by Ruth Lockwood, for 
ich we thank her! 
We got a phone call last 
week and the caller said, 


« “Are you that teeny tiny 


travel agency next to the 
San Francisco Brassworks”’ 
Yes, indeed, that’s us. We 
often forget what people 


need most to know — where 


we are! Last week I told you 
about one of our tour 

rators, South American 

ilderness Adventures. 
After writing the column I 
called the owner and said, 
“Was it OK to mention your 
catalog?’’ He said, ‘‘Yes, 
but don’t forget to call it our 
14-page Illustrated 
catalog!”’ And I shouldn’t 
forget to ei the photo- 

gorgeous. 

Again, when things are 


( . 
right under your nose, you 


often forget to tell people 
about them. For the last 
year we've been workin 
with Elliott Smith of Coo 
Island Tours. We know from 
rience what a fine, con- 
scientious job he does send- 
ing people to wonderful 
\ places like Raratonga, 
adi, Suva, Savusavu, 
Aitutaki and that part of the 
world. He sets up individual 
itineraries for clients in pri- 
vate homes, rest houses, 


small hotels —then we write 
the airline tickets. The 
breathtaking beauty and 
people of these islands make 
ae come home in love 
with them the rest of their 
lives. The airfare is around 
$800.00, but when you get 
there the expenses are not 
(as least yet) like the usual 
resort spots of the world. So, 
if you are interested in spe- 
cial places and special ex- 
periences, let us know. 

As you might imagine, we 
are getting inquiries about 
travel in China. There are a 
variety of tour operators 
going there now, and they 
often do the work of getting 
visas for you. We have not 
yet sent our first client, but 
are looking forward to doing. 
so. We have sent clients by 
air to Taipei, but that’s as 
far as we’ve gone. Next 
week, Carole Hewitt has 
promised to write a column 
about how to go about get- 
ting that passport you need 
and some other tips she has 
found in travelling. She is 
our Nepal expert and is 
sending about seven people 
this spring around An- 
anew More about Nepal 
is later columns — mean- 
while, have the happiest of 
New Years. 


ACT schedules 
Christmas carol 


for December 


SAN FRANCISCO — A 
total of 13 more perfor- 
mances of Charles Dickens’ 
“A Christmas Carol” are 
scheduled to be presented 
by the American Conser- 
vatory Theater through 
Dec. 27, with special 
matinees added daily, Dec. 
19 through 23, at the Geary 
Theater, 450 Geary St., San 
Francisco. 

New Year’s Eve will be 
celebrated by A.C.T. with 
Sunday performances of 
“The Winter’s Tale’’ at 2 
p.m. and “‘Ah, Wilderness!” 
at 8 p.m. This month’s re- 
pertory also includes ‘““The 
Circle” and ‘‘A Month in the 
Country.” 


UCB offers 
travel to 
far points 


BERKELEY — Oppor- 
tunities to travel with a pur- 
to far-off places are 
ing offered in the comin, 
months by the University 
ifornia. 

The University’s Re- 
search Expedition Program 
(UREP) at Berkeley has 
four winter and spring ven- 
tures designed for those in- 
terested in combining travel 
with a touch of academic 
scholarship. Participants 
have to help cover expedi- 
tion expenses. In return, 
ae are invited to take part 
in the daily tasks of field re- 
search teams. 

The coming expeditions 
include photographing and 
interviewing people at Rio 
de Janeiro’s famous Carni- 
val and surveying the fas- 
cinating Valley of the Kings 
area in Egypt. 

The University Research 
Expedition Program em- 
phasizes that particular 
skills are often desirable for 
certain expeditions; how- 
ever, no background in the 
nature of the research is 
necessary to be a particip- 
ant. Anyone over the age of 
18 may apply; a number of 
past t parents in this un- 
usual program have been in 
their 60s. 


In addition to a share of 
expenses, participants must 
also pay their own transpor- 
tation costs. The expedition 
expenses are tax deducti- 
ble, and transportation 
costs might be, also. 


Applications for a 
further information about 
these planned expeditions, 
and about others being 
planned for next summer, 
can be obtained by writin 
to UREP, University 0 
California, Berkeley, CA 
94720, or by calling 642-6586. 


N.Y.’s Broadway 


Broadway is not only one 
of the best known streets in 
the world, it is also one of the 
longest. Starting at the 
southern tip of Manhattan, 
it continues 150 miles up into 
Albany, N.Y. For part of the 
wayiit is also called Route 9. 


Road info Merry Jax takes 
championship | 
for first half 


available 
at state 


SACRAMENTO — State 
Department of Transporta- 
tion reminds motorists that 
the California Highway In- 
formation Network service 
provides recorded tele- 
phone reports of current 
weather and accident condi- 
tions on major State high- 


ways: } 
The road information 
program is a year-round 
service of Caltrans,” said 
Adriana Gianturco, director 
of the State Department of 
Transportation. ‘““But with 
the arrival of rain and snow, 
it is especially important for 
motorists to be well in- 
formed of road conditions 
before starting out on 


pare 

he tape recorded mes- 
sages, advising motorists of 
rapidly changing road con- 
ditions, are continually up- 
dated as new information is 
transmitted by radio or 
telephone from the various 
transportation districts into 
Caltrans Telecommunica- 
tion Center in Sacramento. 

‘We encourage motorists 
to use this service and plan 
their travels to avoid delays 
and safety hazards caused 
by poor weather condi- 
tions,’ said Gianturco. 

To find out current 
weather and accident condi- 
tions on major State high- 
ways in this area, call 654- 
9890 or 557-3755. 


Icelandic homes 


Nearly three-quarters of 
the homes in Iceland are 
heated by geothermal 
energy — heat from_the 
ground — according to the 
National Geographic. 


HOT TUB 


Buy her the best for New Years 
a Mastersmith hot tub. 


More attractive @ Built better 


® Saves you $20-$40 
every month of every year. 


ca $1ATS set 
Mastersmith 


{Ask about our Isothermal hot tubs) 


524-5511 


By PHIL ALSTON 

Merry Jax breezed to the 
first half championship of 
the 910 Major League at Al- 
bany Bowl with an 18-7 posi- 
tion round triumph over 
Rod’s Coffee Shop behind 
yg Taylor’s 638 series. 

aylor raised his league 
leading average to 202 with 
ames of 191-219-228 and 
andy Felix backed him 
with 599. 

Jack’s Auto Body, for- 
merly Full House, closed 
out the first lap of the season 
in second place by dumping 
Diablo Bowling Supply 17 to 
8. Paco Vasquez led the 
winners with 605 and Ralph 
Willis shot 607 for Diablo. 

Ray Felix’s best series of 
the season, 644, helped O&R 
Vending beat Associated 
Coin Amusements 18-7 while 
Franklin Electronics 
blasted Desperation 1944 to 
5% with the help of Rod 
Sparks’ 638. : 

New house high game 
standards were set for men 
by Ed Carrara in the 870 

commercial and for women 
by Mel Stovall in the Ladies 
Scratch League. 

Carrara stuck a paudy 280 
in the middle of his 691 
series for Mary & Joe’s, and 
Stovall, after walking in 
mud for the first two games, 
broke out a 248 finale to nip 
Barbara Foy’s previous 
high by one pin. 

Other good sets in the 
Commercial included Mark 
Valente’s 627 and 622 by 
Paula Broome. 

Charlie Koop came up 
with another good outing for 
the 184 Club by tossing 


games of 217-214-209 for 640, 
and Dave Hordos main- 
tained his 206 average in the 
Friday Invitational by fir- 


ing 628. 

iro Nakasa gave the 665 
Scratch a 616 cluster, Tony 
Luis included a 243 game in 
his 613 for Fratellanza 
Mixed and Jim Walker 
spiced his 601 for Plaza Mix- 
with opening game of 


Deadlocked at 606 were 
Jack Castro in the Sons in 
Retirement circuit and 
Hank Nobriga of the Friday 
Invitational. 

Al’s Big Burgers won the 
first half title in the 
Majorettes League by hold- 
ing second place Rich 
Altman Dance Band to an 
11-all standoff. 

Other league leaders in- 
cluded Doug Espino with 584 
in the After Dinner Fours 
loop, Dennis Dale at 569 for 
Nevada Tahoe Tours, Steve 
Christiansen 595 in the 
Green Lantern and Dom 
Pansetti 572 for Brass Rail. 

Kathy Haugner paced 
Berkeley. Elks with 553, and 
Cecil Ventril’s 568 was tops 
for Foster Freeze. 


 XINGTU 


RESTAURANT 


1335 Solano Ave. 
ALBANY 


525-2285 
CLOSED WEDNESDAY 


Chinese Mondorin — Szechuen Peking 
Cuisine Lunch & Dinner 
Reasonable Prices * The Best Service 
BANQUET ROOMS AVAILABLE |, 
Mours. Mon. Thurs 11.930. Fri & Sot 11:12 
+ -M;Sun. 430 9;30 


SPORTFISHING CENTER 


949 San Pablo Ave., ALBANY 


524-0221 


cirts GIFTS GIFTS 


Very “Catchy” Gifts 


for every fisherperson on your list 
(YOUNG IN YEARS OR-YOUNG AT HEART) 
“HOME OF THE HAPPY FISH HOOKER” 


Greeting Ads 


Th eo a. 


>= LETSCO _ 


Fishing! 


By CAPT. DAVE KINLEY 

Christmas kind of upset 
the fishing reports for this 
week, but there is some good 
news to be gleaned from 
around the Bay. 

There’s plenty of perch 
and flounder to be had at all 
the favorite spots: Berkeley 
Pier, behind the Race 
Track, Pt. Isabelle, Keller’s 
Beach, old San Rafael Ferry 
slip (out by San Rafael 
Bridge on the Richmond 
side), Pt, Molate and Pinole 
Pier. 

Pinole Pier is a great 
place. Built for fishing and 
part of the East Bay Reg- 
ional Park district system, 
it also boasts picnic 
facilities and many other 


accommodations of interest . 


to the whole family. 

Sturgeon fishing is at the 
top of the list for excitement 
and sport, also trophies and 
stories, how they are on the 
bite from Sausalito to Sac- 
ramento. 


We'll Repair 
Your Watch 


We get to the core of 
watch and clock problems 
. . to make sure all 
systems work precisely. 
Low Rates, Prompt Service 


OAKS 
JEWELERS 


Fine Watch and 
Jewelry Repairing 


1783 Solano Ave. 
Ph. 526-7563 


Itis almost the first of 
year, so remember to 
new fishing license, 
went up another buck 
the fresh water and { 
stamps remained the ga 

Applications for ge 
citizen's free license ar, 
ailable at all places that 
fishing licenses. They 
be mailed to Sacrament, 
issuance. In order to 
ity, there are income lin 
tions and they all are spe 
out on the 7 lication, 

Flash! Eel River, dow 
the mouth, is red hot 
salmon and steelies, 

Happy New Year ay 
get em. 

Capt. Dave ki 
Sportfishing Ce 


. 


For Help with 
All Your 
Insurance Need 


ED APELT 


856 Carmel Ave 
Albany 


526-3123 


STATE FARM 


STATE FA 
Insurance Com, 
Home Offices: 

Bloomington, It 


IMSURANCE 


Here comes that bounc- 


ing baby... a brand new 


year. 


\ 


Happy New Year and 


welcome 1979! 


000 OAKS HARDWARE] ALBANY TELEVISION 


1831 Solano Ave. 


Berkeley 526-2252 


The best of the New 
r Year to all our patrons. 


0! San Pablo Ave. ° 
526-7886 


1150 Solano Ave. 
Albany 526-9 


WARMEST 
WISHES 


to come! 


SUPREME TV 
724 San Pablo Ave. 


Albany. 526-7244 


177 
cy 


for the joyous new year 


‘ 


Uy 


WE Ne 


And 
Blessings 


during this new year. 


THE IVY ROOM 
860 San Pablo Ave. 
Albany 524-3445 


NEW YEAR 
TO ALL 


Bob & Fern Luoma 
John Heath 
LUOMA PHOTO 
526-1311 


Peace 


Best wishes 


from all 


H.L. MOORE 
Chrysler/Plymouth 
929 San Pablo Ave. 
Albany 525-4914 


The best of 
Health, 
Wealth & 
Happi- 


ness, 


OAKS JEWELERS 
1783 Solano Ave. 


SF 


Berkeley 526-7563 


and a world of happiness 


to everyone! 
ALBANY BOWL 
540 San Pablo Ave. 
Albany 526-8818 


hope this is the be- 
gining of the best. 


ALCARUSO| 
INSURANCE AGENCY 
Corner 
Santa Fe & Colusa 
527-4640 


ce 


Albany 526-6600 


NEVADA TOURS 
600 San Pablo Ave. 


Warmest wishes for a 


wonderful new year. 


CHIN’S ARCO 
Friendly & Expert 
Service 
Albany 525-5525 


re v 


May you be in good step 
with the times... HAPPY 
NEW YEAR! 

MR. C’S COIFFURES 


1254 Solano Ave. 
Albany 525-2440 


Here’s hoping it will be 


the greatest! 


THE POWDER BOX 
1757 Solano Ave. 
Berkeley 525-8520 


Pah oe 


May the new year brin 


success to you. 


BERKEY LEE 
VOLKSWAGEN 
718 San Pablo Av 
Albany 526-294 


May the year ahead alx 
in great good fortune 


ALERT CLEANEI 
1224 Solano A' 
Albany 525-65 


